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A. 


Abdominal cavity, forceps in for ten and a 
half years (J. E. Fergusson Stewart), 313; 
note on, 1141 . ‘ : : 

Abdominal pain, early differential diagnosis 
of (D. F. Shearer), 934 

Abdominal pains, colonic adhesions and (A. 
Ernest Maylard), 484 

Abdominal pregnancy. See Pregnancy 

Abdominal pressure, 180 : f 

Abdominal section for ectopic gestation (re- 
ported by D. 1 loyd Roberts), 18 ’ 

Abdominal! section for perforation of gastric 
ulcers, case of repeated (Archibald Cuff), 
255 ; (W. Morley Willis), 926 

Abdominal surgery, retrospect of a thousand 
consecutive cases (James Swain), 299 

Abdominal wall, rupture of ulcerated, over 
an umbilical hernia, with protrusion of 
gut, untreated for seven anda half hours, 
uninterrupted recovery (arthur H. Wil- 
liams), 684 

Aberdare district report, 713 

Aberdeen, cancer research at, 225; health of, 


284, 338 
Aberdeen University. See University 
Abortion, syphilitic (B. P. Watson), 1482 
ABRAHAMS, BERTRAM: Unusual enlargement 
of —_ 262; bees’ stings and rheumatisin, 


157 
a J. HILL: Cleido-cranial dysostosis, 
6 


Abscess, acute pelvic, followed by acute ob- 
struction (Ernest Leach), 1050 

Abscess, appendix, foreign body in (William 
Sheen), 867; (W. Percy Blumer), 1119 

Abscess, cerebellar, case of (Louis Bathe 
Rawling), 549 

Abscess, cervical, deep persistent, treated by 
antistreptococcic serum (Meredith Young), 


745 

Abscess, lung, and duodenal ulcer (G. P. 
Newbolt), 81; and acute endocarditis in 
— pneumonia (Francis H. Hawkins), 


— urethral, and calculi (F. G. Hack), 


Absinthe, war be in France, 149 
Abstracts of medical papers. See Medical 
Abuse of medical charities, 1518, 1572 
Academic costume at the annual mecting, 


509, 1 

Académie de Médecine, prizes at, 95 

Academy of Medicine, New York, 708 

Academy, Royal of Medicine in Ireland, 82, 
262, 317, 440, 499, 683, 752, 813, 871, 994, 1057, 
1239; uterus with cancer of both cervix 
and fundus (Henry Jellett), 82; cases, 82, 
440. Section of Pathology: Uncinaria duo- 
denalis from St. Vincent, W.I. (Professor 
MeWeeney through Dr. Facnan), 262; suffo- 
cative hydrothorax with repeated tapping 
of pleurae (Dr. O’Carroll), 262; specimen 
after Talma-Morison operation (Dr. Moor- 
head), 263; traumatic rupture of heart, 
263; cases, 688 ; cerebro-spinal meningitis in 
a girl of 10 (Dr. Harvey), 871. Section of 


Surgery: Treatment of enlarged prostate. 


(L. G. Gunn), 263 ; leontiasis ossea (8. Horace 
Law), 263; three czses of frontal sinusitis 
(Robert H. Woods), 752. Section of State 
Medicine: Treatment of gastric ulcer, dis- 
cussion on, 317; notes on a case of cerebro- 
spinal fever (George Peacocke), 994. Section 
of Obstetrics: Obstetrical chart (Thomas 
Neil), 499; sterilization of catheters (Henry 
Jellett), 499 ; technique of operations on the 
appendages (Henry Jellett), 500; pubiotomy 
(Hastings Tweedy), 813; chart showing dia- 
grammatically the dates and occurrences 
duriug three years in the life of an 
eclamptic patient (Spencer Sheill), 1057. 
Section of State Medicine: The State and 
syphilis (Seymour Stritch), 1239 

Academy, Royal of Sciences of Turin, award 

x of Ltr by, 516 
ccount books in sale of practic 

Acetozone, 634 ey ee 

ACHESON, SAMUEL, death of, 226 

Achondroplasia (Guthrie Rankin, Ernest C. 
Mackay, John R. Lunn and John Cranke), 
Pe (J. Houston Porter), 12; John R, Lunn), 


Achromatic illuminator, 1543 
Acromegaly (Seymour Taylor), 261 


Act, Emplo sage ! : 
under,’ ers’ Liability: medical certificates 








Act, the Midwives, 90, 214, 274, 537, 641, 659, 7&8, 
823, 1004, 1132, 1394, 1246; in Somerset, 90; 
training of midwives, 214, 758; prosecution 
under, 274; working of, discussion on, 751 ; 
correspondence on, 637, 659, 1394 ; in Devon- 
shire, 641; at Rotherham, 641; in Glamor- 
gan, 641, 1457; payment of medical men 
called in to assist midwives, 823, 1548; at 
Chatham, 1003; in West Sussex, 1132; in 
St. Helens, 1548 

Act, Prevention of Corruption, 1906, 38; 
medico-legal note on, £6 

Act, Notification, question under, 784 

Act, Workmen’s Compensation, 37, 332, 347, 
400, 415. 472, 538, 589, 599, 827. 9€6, 1016, 1072, 
1136, 1398, 1450, 1517, 1521, 1522, 1565. 1563, 
1573; Shipping Federation and, 347, 599, 
966 ; domestic servants under, 472; medi- 
eal certificates under, . medical 
referees under, 589, 1517, 1563; medical 
examinations and references under, 827; 
medical men and the insurance of 
employees, 1016: certificates under, 1072; 
liabilities of medical men under (leading 
article), 1136, 1555: note on, 1398; local 
authorities and, 1450; hospital staff and, 
1521; medical profession and, 1522; exami- 
nation of seamen under, 1573 

Actinomycosis of lungs, opsonic treatment of 
(Dr. Wynn), 1119 

Actinomycosis, vaginal (H. E. Symes Thomp- 
son), 984 

Action as to sale of practice, 235 

Actions, libel], 41 

Acts, Inebriates, report of the inspector con- 
cerning the inmates, 26 ; question in Parlia- 
ment, 1387 

Acts, Public Health, 650, 1563 

Acts, Vaccination, prosecutions under, 1452 

ADAMI, GEORGE: Inflammation: an Introduc- 
tion to the Study of Pathology, rev., 1307 

ADAMS, BASIL: Complete vocal rest during 
sanatorium treatment of laryngeal tuber- 
culosis, 1350 

Addison’s disease, diagnosis of (Otto Griin- 
baum), 

Adherent pericardium. See Pericardium 

Adirondack Cottage Sanatorium, Saranak 
Lake, 1254 

Adrenals, morbid histology of (F. A. Bain- 
bridge and P. R. Parkinson), 1122 

Adulteration of food, in Leeds, 168; in 
Canada, 1272 

Advertising by a club, 295 ; by dentists, 1462 

Advice gratis, 972 

** Aesculapius in Ireland.” 1008 

AFFLECK, J O.: Prognosis and treatment of 
lobar pneumonia, 626 

Afforestation in the Washburn area, 528 

Africa, Central, sleeping sickness in, 1448 

Africa, South. See South 

Africa, West. See West 

Age incidence of gastric ulcer in male and 
emale (William Calwell), 

Agglutination test in typhoid. See Fever, 
enteric 

— JOHN: Anecdote of Lord Rayleigh, 


Aix-les-Bains, as a health resort, &81 
Albinism in man, 719, 
es acute, pressure and (Dr. Porter), 


Albuminuria, functional, in athletes (W. 
Collier), 4; correspondence on, 1030 

Albuminuria and gout complicating case of 
splenic leukaemia (George Parker), 1170 

Albuminuria and pregnancy (E. O. Croft), 1240 

Albuminuric retinitis. See Retinitis 

Albumosuria and duration of albuminuria in 
cholera (U. N. Brahmachari), 

“eer N. H.: Dr. William Hunter’s statis- 

ics, 

Alcohol and insanity (leading article), 761 

Alcoholism, review of books on, 1124 

Alcoholism and degeneration, 1140 

Alcoholism, war against, in France, 155, 355 

ALEXANDER, BELA: Die Entrvickelung der 
knécheren Wirbelsdule, rev., £04 

ALLAN, A. PERCY: Medical degrees of the 
University of London, 109 

ALLAN, JOHN: Sprains and their con- 
sequences, 139; treatment of fractures, 290, 


apem, i Treatment of scabies by balsam of 

eru, 

ALLBUTT, T. CLIFFORD: System of Medicine, 
rev., 24; arterio-sclerosis, 1392; portrait of 
in Leeds, 1565 


yom 
¥ 





ALLEN, ROBERT HUGH: Best way to remove 
tonsils, 231 
—e for use of private motor vehicles, 


ALLWOOD, J. ALDRED, reports case of abdo- 
minal pregnancy: laparotomy: a living 
fetus, 376 

Alypin, 87 

Amboceptor theory, Ehrlich’s, 1500 

Ambulance dogs, 1524 

Ambulance service for London, 119, 274, 404, 
462. 581, 1083, 1207; of Chicago, 216; Home 
Office Committee on, 1 

Ambulance, street, jubilee of Vienna volun- 
teer corps, 110 

Ambulances, civil, in Germany (leading 
article), 1011 

America. See United States 

American girl, medical view of, 522 

American meat in Scotland, €54 

American Public Health Association. See 
Association 

American sanitation. 784 

Amoebic hepatitis. See Hepatitis 

Amy] nitrite, explosion of, 787 

— coagenital (Carey Coombs), 


Anaemia, pernicious, anomalous cases of 
(G. Lovell Gulland@), €8 

Anaesthesia before the law, 354 

Anaesthesia, chloroform, muscular spasm 
under (A. Campbell Stark), 991; (John M. 
MacPhail), 1362 

Anaesthesia, cocaine, goitres removed under 
(J. Lynn Thomas), 99. 

ee in dental operations (W. Guy), 


Anaesthesia, general, scopolamine for, 384 

Anaesthesia, infiltratiov, in major and minor 
surgery (Gilbert J. Arnold), 674; corre- 
spondence on, 1029, 1155 

Anaesthesia. local, for teeth extraction, 240, 
604, 664, 788, 848, 964, 971, 1284; note on, 894; 
circumcision under, 912 

Anaesthesia, local, goitre operations under 
(A, J. Fairtie Uiai Ke), 1534 

oo local, by novocain (J. W. Pare), 
117 


Anaesthesia, muscular spasm under (John M. 
MacPhail), 1362 
en death under (L. Kirkby Thomas), 


, Anaesthetics. giving of for unregistered prac- 


titioners, 57 
—— local, 475; for teeth extraction, 
6 


Anaesthetics and pensions, 1327 

Anaesthetics, recent research work on (lead- 
ing article), 948 

Anaesthetics, review of books on, 1367 

Analgesia, spinal (Arthur E. Barker), 665 

Anatomical atlases, review of, 817 

ANDERSON, T. L.: Transmission of plague, 
€ 


38 

ANDREWES, F. W.: Observations on McCon- 
key’s bile-salt neutral red medium, 143 

ANDREWS, HENRY RUSSELL: Midwifery for 
Nurses, rev., 85; cornual pregnancy, 1482 

Aneurysm, review of books on, 631 

Ancurysm, thoracic (Thomas Oliver), 605 

AnGus, H. BRUNTON: Case of strangulated 
Littré’s hernia, with gangrene and perfora- 
tion of Meckel’s diverticulum: resection of 
the gut: recovery, 624 

Aue arasites, staining of (T. Walker 
Hall), 

Animals, demonstration. See Demonstration 

Animals, experiments on. See Vivisection 

Ankylostomiasis, prevention of, 765 

Annuities and damaged lives, 1283, 1343 

Another impost on the profession, 1559 

Anthrax in Bradford, 654, 833, 955; questions 
in Parliament, 832 ; in Vienna, 1024; notifi- 
cation of in Liverpool, 1564 

Anthropometric survey, importance of estab- 
lishing a national, 581 ; 

Anthropometry of the insane (leading 
article), 1204 

Antialcohol movement in Austrian Parlia- 
ment, 110 

Antialcohol Congress. See Congress 

Anticolon bacillus serum (G. H. Makins and 
Percy Sargent), 933 

Antimalarial work in Hong Kong, 171; in 
Greece, 

Antiplague prophylactic. See Plague 

Antiserum, erysipelas treated by a specific 
(W. M. Crofton), 991 
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Antistaphylococcic vaccine. See Vaccine 

Antistreptoccic serum. See Serum 

Antitetanic serum. See Serum 

Antitoxin from convicts, 865 

Aatitoxin, diphtheria, free in Iliinois, 13C2 

Antituberculous serum, influence of ou the 
opsonic index (W. Cecil Bosanquet and 
Ronald E. French), 862 

Antitypboid vaccination in the army, 1494 

Antivaccination, in the Commons (leading 
article), 457 ; at Croydon, 651 

Antivaccination, “ science ” of, 829 

Antivaccinators, dissensions among, 1014. 
See also Vaccination 

Antivivisection in America, 946, 1289 

Antivivisectionism, humours of (leading 
article), 1078 ; note on, 1131, 1200 

Antivivisectionist conscience, 944 

Antivivisectionist invention, the latest 
(lexding article). 583; piece of ‘* Weck” on, 

See also Vivisection and ‘* Hopeless 

cause ” 

* Antozone,” 1015 

Anus, artificial, case of (reported by E. M. 
Watkins), 140 

Aorta, dilated, rupture of, 
(F. B. Skerrett), 435 

Aortic disease (Guthrie Rankin), 608 

Aortic pressure in post-partum haemorrhage 
(M. Henry), 1362 

Apollinaris water, awarded grand prix. 216 

Apothecaries’ Hall of Ireland, 472, 1325, 1461 ; 
annual dinner, 472 

Apothecaries’ Society of London, 59, 178, 273, 
538, 662, 782, 911, 1342, 1578 ; pass lists, 59, 178, 
273, 538, 782. 911, 1342, 1578; admission to the 
freedom, 662 

— Society of London Bill. See 
Bi 

aks, toeient f ti 
ppendages, technique of operations on 
(Henry Jellett), 500 

Appendicitis, acute, diagnosis and treatment 
of (Dr. Dreschfeld), 935 

Appendicitis, alleged increase of in Germany, 


leakage bruit 


230 , 

Appendicitis, iliac affections 
(HL. J. Waring), 993 

Appendicitis and tonsillitis, 534 

Appendicitis, urinary toxicity in, 1332 

——. foreign body in (F. J. W. Porter), 
4 


Appendix abscess, foreign bodv (William 
een). 867 ; (W. Percy Blumer), 1119 

Appendix and caecum, transposition of (V. N. 
Chitale-Bhajekar), 260 

Appendix vermiformis, intestinal worms in 
(John W. Heekes), 624 

APPERT, E. : Traité des Maladies Familiales et 
des Maladies Congénitales, rev., 

APPLETON, Roy: Relative opsonic power of 
the mother’s blood serum and milk, 865 

Apportionment of partnership charges, 178 

Apprenticeship system, 176, 476, 604, 848 

Arabia, plague in, 455, 1075 

Ardler scab, 710 

Argyrol, 87 ‘ 

ARMSTRONG, Surgeon - Major 
obituary notice of, 1402 

ARMUGAM, T. V.: Reports case of extraperi- 
toneal transplantation of ureters into the 
rectum, according to the description of 
Peters of Toronto in a case of extroversion 
of bladder, 1481 

Army, British, Medical Service of, 179, 290, 352, 
397, 473, 518, 723, 843, 969, 1034, 1099, 1283, 1398, 
1463, 1500, 1574; allowances for use of private 
motor vehicle, 179 ; administrative officers, 
290; Army Medical Department, report for 
1905, 352; Army Medical Service, 353, 473: 
Royal Army Medical Corps, 353, 1099, 1500; 
Parkes memorial prize, 397; instruction in 
sanitation in the army, 473: territorial army 
and its medical corps (leading article), 518 ; 
volunteer officers’ decoration, 723: Interna- 
tional Red Cross Conference, 843: paid 
appointments to staff surgeoncies, etc., in 
Tosa, 843; volunteer ambulance school of 
instruction, 969; regimental stretcher- 
bearers, 1034; tenure of medical staff 
appointments in India, 1099; class for in- 
struction in military medica! organization, 
1099; number of Greenwich Hospital pen- 
sions, 1283; regulations for admission to 
Royal Army Medical Service, 1398 ; Volun- 
teer Medical Association, 1398; rewards for 
distinguished service, 1399; army reorgani- 
zation in India, 1463, 1574; Indian Medical 
Service, 1500; Manchester Companies 
R.A.M.C. (Vols.) annual inspection, 1574; 
native rebellion in Natal, 1574 

Aue British, antityphoid vaccination in, 


LANCELOT, 


Avmy. British, Canadian Army Medical Corps, 


Army Medical Advisory Beard. See Board 

Army medical officers on retired pay not 
eligible for attendance on army patients at 
contract rates, 155 


Army medical officers and publication of. 


papers, 214 


Army Medical Service of Canada, appoint-. 


ments, 171 

Army medical report for 1905, 224, 352 

Army scheme, the new, ; 

Army, sanitary educatior of (leading article), 
458; instructicn in, 473 


simulating’ 





Army sanitation, 39; inspection of military 
hospitals and, 705 

Army, typhoid inoculation in (W. B. Leish- 
man). 686 

Army, British, Volunteers. See Volunteers 

Army, French, health of in 1904, 969 

Army, Indian, medical service of, 354, 843, 969, 
1099, 1156, 1399: result of July examination, 
354 ; paid appointments to staff surgeoncies, 
etc., 843: entrance examination, 843; study 
leave rules, 969, 1156; number of candidates, 
1099 ; tenure of medical staff appointments 
in India, 1099; choice of area in civil em- 
ployment, 1399 

ARNOLD, GILBERT J. : Infiltration anaesthesia 
in major and minor surgery, 674, 1155 

ARNOLD, JULIUS: Retirement of and honour 
conferred upon, 1040 

Arrangements on death of partner, 178 

ARRHENIUS, S.: Theories of Chemistry, rev., 


Arsenic and lead in tartaric acid, citric acid 
and cream of tartar, 1139 
Art of polite letter writing, 720. See also 


ris 

Arterial dilatation and epilepsy, ligature of 
common ¢arotid for (Rushton Parker), 1477 

Arterial sclerosis (W. P. Herringham), 61; 
influence of milk diet on, 175 

Arterial pressure, control of supernormal 
(George Oliver), 996 

Arteries. coincident embolism of cerebral, 
es. and femoral (T. R. Rodger), 

Arterio-sclerosis, 1392 

Arterio-sclerosis and uterine haemorrhage 
(Elizabeth McDonald), 142 

Artery forcens. See Forceps 

ar parthenogenesis, review of books 
on, 

ARUMGAM, J. V.: Case of ovariotomy at the 
age of 10, 1363 

AscHOrr, Professor: Die heutige Lehre von den 
pathologisch -anatomischen Grundlagen de 
Herzschwagche, rev., 1428 

Ascites, operative treatment of (Laurence 
Jones), 748 

Asepticism, review of books on, 266 

ASHBY, H. : Congenital pyloric stenosis, 439 

ASHE, E. OLIVER: Case of enterospasm, 483 

ASHTON, ALGERNON: Memorial to Charles 
Dickens, 1580 

ASHWIN, R. H. : Use of vaccination. 180 

a birth, treatment of (J. W. Malin), 


Assistant, illness of, 1574 
en for the Advancement of Science, 


Association, American 
Transactions, rev., 756 
Association, American Medical, 1497, 1547: Pre- 
sident’s address, 1497 : object of the Associa- 
tion, 1497; war against disease, 1497: 
National Board of Health, 1497: medical 
education, 1498; need of honest drugs, 1498 ; 
the oration on medicine, 1547 

Association oi American Physicians : Transac- 
tions, rev., 148 

—- American Public Health, 118, 

8 

Association, Asylum Workers’, 1449 

Association, Bradford Sanitary, 654 

Association, British, 1221. 1452; 1907 meeting, 
— nomination of President for 1908, 

Association. British Dental, foundation of 
scholarship. 1444 

Association, British Laryngological, Rhino- 
logical and Otological, 19, 204, , 1425 ; 
meeting and exhibition of cases, 19, 204, 


Dermatological : 


Association, British Medical: Annual meet- 
pry tame cag at Toronto, 161 ; annual meeting 
at Exeter, 1013, 1435, 1509, 1557; pathological 
museum, 1013 ; description of Mxeter, 1435 ; 
sights of Devon, 1436; drives from Exeter, 
1436: places of interest in Devonshire, 1436 ; 
some places of interest in Cornwall, 1439 ; 
academic costume at, 1509 

Association, British Medical : Special Repre- 
sentative Meeting, 1324, 1384 : 

Association, British Medical: Bath and 
Bristol Branch, 746, 1056 ; early diagnosis of 
eancer of stomach, discussion on, opened 
by Professor Osler, 746; papers, 1056 

Association, British Medical: Birmingham 
Branch, 497, 625, 812, 868, 1119; locomotor 
ataxia with tabetic foot (Arthur Loxton), 
497 ; epithelioma of lower lip (Mr. Gamgee), 
497; tuberculosis of caecum and ascending 
colon (Gilbert Barling), 497; hydronephro- 
sis and trifid ureter (Gilbert Barling), 498 ; 
myasthenia gravis (Stanley Barnes), 625; 
spontaneous cure of empyema of antrum 
(Dr. Lamb), 625; specimens, 625, 869: pedun- 
culated parovarian cyst (Dr. Purslow), 
625; solid tumour of ovary (Dr. Purslow), 
625; Hodgkin’s disease (Dr. Miller), 625; 
spontaneous rupture of heart (H. Neville 
Crowe), 625: papers, 812: nomination of 
officers, 868 ; transduodenal choledochotomy 
for gall stones (George Heaton), 868; func- 
tional spasm (Dr. Sawyer). 868 ; fatal case of 
lupus erythematosus (Dr. Thompson for Dr.. 
Sydney Short), 868; death under anaesthe- 
tic (L. Kirkby Thomas), 868; election of 
officers, 1119; festinating speech (Stanley 





Barnes), 1119; tonic muscular spasms (Dr. 
Sawyer), 1119; opsonic treatment of actino- 
mycosis of lungs (Dr. Wynn), 1119; kidneys 
in obstructive suppression of urine (Mr. 
Gamgee), 1120; haematoporphyrinuria (L. 
C. 8. Broughton), 1120; hystero-myomec- 
tomy (John W. Taylor), 1120; mediastinal 
growth (Walter Jordan), 1129 

Association, British Medical: Border 
Counties Branch, North Cumberland Divi- 
sion, 1120; influenzal cerebro-spinal mening- 
itis, temperature 107.8°, lumbar puncture: 
recovery (Dr. Edington), 1120 ; 

Association, British Medical : Gloucestershire 
Branch, 812; meeting and exhibition of 
cases, 812 ; : 

Association, British Medical: Hampstead 
Branch, 496; opsonic indices (W. d’Este 
Emery), 49 s 

Association, British Medical : Metropolitan 


Counties Branch, Tottenham Division, 
497 ; exhibition of cases, 497 

Association, British Medical: North of 
England Branch, 456, 1365: fees payable 
to public vaccinators, 456; uses and 
methods of ureter catheterization (Mr. 
Clay), 1365 : 


Association, British Medical : Perth Branch, 
869; clinical meeting, 869; pathology and 
treatment of varicose veins (R. Stirling), 
869 ; specimens and papers, 869 

Association, British Medical : St. John, New 
Brunswick, Branch, 894; meeting and 
dinner, 894 

Association, British Medical : South-Eastern 
Branch, Brighton Division, 1122; cases, 


1122 
British Medical : 


Association, Southern 
Branch, Portsmouth 


Division, 812 ; 
clinical meeting, 812 

Association, British Medical: South Wales 
and Monmouthshire Branch, Cardiff 
Division, 316; meeting and exhibiticn of 
eases, 316 

Association, British Medical : Staffordshire 
Branch, ; meeting and exhibition of 
cases, 685 

Association, British Medical: Ulster Branch, 
316, 1120; meeting and reading of papers, 
316, 1120; cerebro-spinal meningitis (dis- 
cussion on), 1120; (Gardner, Kobb, and 
others), 1120; selection of an anaesthetic 
(H. W. Cunningham), 1120 ; 

Association, British Medical: Victoria Branch 
343: amalgamation of Medical Society and,410 

Association, British Medical : West Coast of 
Africa Branch, proposed, 1557 

Association, British Medical: Yorkshire 
Branch, Bradford Division, 812, 1055 ; con- 
joint meeting, 312; someremarks on forceps 
delivery (J. Wherry Willson), 812; acute 
mental excitement (Bedford Pierce), 1055 

Association, British Medical: Charter of, 
(leading article), 825, 1377: revision of 
Charter and Constitution of the Associa- 
tion, correspondence on, 960, 1025, 1089, 
1147, 1214, 1273, 1573 

Association, British Medical: Clinical and 
Scientific Proceedings, 316, 496, 625, 685, 746, 
812, 868, 1055, 1119, 1365 

Association, British Medical : Special Council 
meeting, 1384. See also Supplement Index 

Association, British Medical, and the Fund 
Bill (leading article), 35 

ssociation, British Medical, General Medical 
Council and (leading article), 1445; corre- 
spondence on, 1515 

Association, British Medical, 
scientific research. 942, 1076 

Association, British Medical, and medical 
research, 657 

——, British Medical, membership of, 


grants for 


Association, British Medical. name of, 962 

Association, British Medical, Science Com- 
mittee Reports, 372, 373, 987, 1177; Report 
xevit: On the parathyroids and accessory 
thyroids in man (David Forsyth), 372: 
Report xcviii : Influence of increased baro- 
metric pressure on man—saturation of the 
tissue fluids with nitrogen (M. Greenwood), 
373; Report xcix: Lesions of spinal and 
cranial nerves experimentally produced by 
toxins (David Orr and R. G. Rows), 987; 
Report c : Investigation on the regeneration 
of nerves, with regsrd to the surgical 
treatment of certain paralyses (Basil 
Kilvington), 988; Report ci: Structure and 
secretion of the parathyroid glands in man 
(David Forsyth), 1177 * 

Association, British Medical, in South Africa, 
the profession and, 149 

Association, British Medical, in Victoria, 
343, 411; amalgamation of Medical Society 
and, 411 

Association, British Medical Temperance, 
annual meeting, 1202 

Association, Canadian Medical, 1214 

Association of Certified Dispensers, first 
annual meeting, 643 

a Colonial Nursing, aunual meet- 
ing, 15 

Association, Convalescent Homes, 643. 1268 

Association, Durham ‘University Medical 
Graduates’, ann’ “nner, 1443 WE 

Association of E. « ‘¢ Biologists, gen?ral 
meeting, 222 
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Association. French, for the Advancement of 
Science, 323 ; 

Association, French Medical. 946 

Association, German Public Health. 1075 

Association, Guy’s Hospital, Ladies’, 1376 

Association, Homes for Inebriates, report, 
137 


iation, Irish Medical, 1211, 1454 : 
ee, Irish Medical Schools and 
Graduates’, 30th annual meeting, 700 

Association of Medical Museums, Inter- 
ational, 335 : 

Association, Medico-Ethical, Burnley and 
District, 440; four tumours of ectopic 
gestation (A. Macgregor Sinclair), 440 

Association, ena date of 

nual meeting, 

Asaociation, Metropolitan Street Ambulance, 
1 


Association, Midwives’ Protection, 49 

Association, ‘Navy and Army Male Nursing, 
1268, 1448 : 

Association, National, for Establishment and 
Maintenance of Sanatoriums for Workers: 
and Medical Referees, 221 

Association, Ontario Medical, twenty-seventh 
apnual meeting, 1567 

Association, Open Spaces, 1213_ 

Association, Poor Children’s Holiday Camp, 


655 : , 
Association, Poor-law Medical Officers’ of 
England and Wales, 723, 1402 
Association, Provident Medical, 1462 
Association of Public Vaccinators of England 
and Wales, 1523 
Association, St. Andrews Ambulance, 1566 
Association, Sanitary Inspectors’, 1391 
Association of Scottish Medical Diplomates, 
dinner, 581 é . : 
Association, Scottish, for Medical Education 
of Women, 712 ; 
Association, Scottish, of Medical Women, 
1211 


Association, Scottish oor-law Medical 
Officers’, annual dinner, 225 ; 
Association, Stomatological, International, 


1076 : 

Association of Water Engineers, visit to 
Paris, 1514 

Association, Women’s National Health, of 
Ireland, : 

Assurance, Medical Charity and Sickness, 165 

Assurance, medical indemnity, company, 296 

Asthma caused by impacted tooth (4. J. Rice 
Oxley), 1362 

Asthma, potters’ and compensation, 1213 

Astigmometer, a new (K. Grossmann), 749 

Asylum, Barminug Heath, annual report, 1163 

Asylum, Bristol Lunatic, report, 1457 

Asylum, Carmarthen Joint, 1458 

Asylum, Chartham, report, 1163 

Asylum, City of London, annual report, 971 

Asylum, Cork Lunatic, election of resident 
eo superintendent, 226; typhoid fever 
in, 

Asylum, Devon County, case of extreme 
hydrocephalus (Richard Eager), 1303 

—. Donegal District, annual report, 


Asylum, Dorset County, annual report, 1402 

Asylum, Edinburgh Royal, 593; statutory 
annual meeting, 593 

Asylum, Glamorgan County, 539; annual 
report, 539 

Asylum, Glasgow District, Woodilec, note 
on, 1403 

=: Glasgow Royal, 93rd annual report, 


Asylum, Govan District, annual report, 1211 

Asylum, Inverness District, report, 846 

Asylum, Kent County, Canterbury: ulcer of 
duodenum: perforation: no leakage (1e- 
ported by W. Kverett), 495 

Asylum, Lancaster, Royal Albert, 787 

Asylum, Menston, 1088 

Asylum population, increase of, 1142 

Asylum, Roxburgh, Berwick. and Selkirk 
District, overcrowding at, 117 

Asylum, Staffordshire County, statistics, 239 

Asylum, Suffolk County, statistics, 118 

Asylums of the Mission to Lepers in India, 


228 

Ataxia, acute (F. E. Batten), 1056; F 
treatment of, 1164 vliiaidaiatiimaide 

Athens, public health in, 1578 

Athletes, functional albuminuria in (W. 
Collier), 4; correspondence on, 1030: long- 
evity of, 461 

Allas of Illustrations of Clinical Medicine, Sur- 
gery, and Pathology, rev., 818 

a SS. 1082 
Oxyl in treatment of syphilis (Profess 
Rallopeau), 1458; a correction re, nat vine 

se her a trypanosomiasis 

reinl an ohn L. ; 

‘i \ Ayres Kopke), 281 ane Ae 
resia vaginae in a marri 

ulenderson), 3 rried woman (Albert 
ropine and strychnine, successful - 
ment of morphinomania by (Mary os 
Po sbeman) 1173, 1572; correspondence on, 


Pode oo of liver. See Liver 

rophy, muscular, after effusion into joi 

by muscular work with Seunrendiee dean 
a (Dr. Rochard and Dr. de Champtassin), 





Attendance by other practitioners on club 
patients, 446 ; 

Attendance on case of attempted suicide. 969 

AUBYN-FARRER, CLAUDE ST. : Hospital funds 
and the exclusion of Scottish diplomates 
from the majority of London hospitals, 1671 

Auditory canal, external, primary diphtheria 
of (J. Galbraith Connal), 139; correspondence 
on, 232, 290, 347, 412, 472 oy 

AusTIn, A. E.: Manual of Clinical Chemistry, 
rev., 1542 

Australasia, notes from, 227, 343; cigarette 
smoking among boys, 227; spitting nuisance 
in New South Wales, 227; plague in New 
South Wales, 227; British Medical Associa- 
tion in Victoria, 343 

Australia, emigration to, 1501 

Australia, plague in, 94, 227, 273, 642, 878, 1075, 
1261, 1317, 1443 } 

Australia, South, notes from, 775; munificent 
bequests to hospitals, 775; city coroner and 
the profession, 775; death of Dr. Cawley, 
715. See also New South Wales 

Austria, regulations as to disinfection of 
dress material and books, 110; antialcohol 
movement in Parliament, 110; medical pro- 
fession in, 132; proposed higher fees in, 
274: medical legislation in, 402; medical 
students in, 1075; vaccination in, 1568. See 
also Vienna 

AVISON, QLIVER receives permission to 
wear Insignia of Order of Tai-Keuk, 274 

Axilla, secretion of milk in, 164, 1119 ; (Horace 
P. Godfrey), 1119 

Axis, fractures of odontoid process of (E. M. 
Corner), 1183 ; 

AYLSWORTH, GEORGE M.: Treatment of sepsis, 


1100 
Aztec statuette, 1260 


B. 


Babinski’s sign in pbormal people during 
sleep, occurrence of, 

Bacillary dysentery. See Dysentery 

Bacillus, a diphtheroid (W. 8. Harrison), 687 

Bacillus, typhoid, action of wine on, 1321 

Bacillus typhosus, new method of isolating 
from infected water (W. James Wilson), 


Bacteria, action of metals on, 1344 

Bacteria, catheter cystitis and, 41 

Bacteria, de novo origin of (H. Charlton 
Bastian), 201 

Bacterial treatment of sewage, 602 

Bad Nauheim, 1580 

Baden waters, antiquity of, 91; therapeutic 
value of in treatment of gout, 91 

BAER, A.: Die Trunksucht und Ihre Abwehr. 
Beitrige zum gegenwiirtigen Stande der 
Alkoholfrage, rev., 1124 

BAGLEY, Dr , case of, 1564 

BAINBRIDGE, F. A.: Morbid histology of the 
adrenals, 1122 

BAINBRIDGE, WILLIAM SEAMAN: Trypsin in 
cancer, a preliminary statement, 486 

BALFOUR, ANDREW, obituary notice of, 55 

BALFOUR. ANDREW: Spirillosis and a haema- 
tozoal disease of domestic fowlsin the Anglo- 
Egyptian Soudan, 744; receives permission 
to accept third class of Imperial Ottoman 
Order of Medjidieh, 760 

BALLANCE. C. A.: Digestive powers of leuco- 
cytes, 143 

BALLANTYNE, J. W.: Essentials of Obstetrics, 
rev., 693 

Balneological Society. See Society 

Balsam ot Peru, treatment of scabies (F. J. W. 
Porter), 744, 1164; correspondence on, 972, 
1100, 1164 

BAMPTON, AUGUSTUS H.: Medicine of the 
future, £36; climatic treatment of tuber- 
culosis, 1276, 1572 

Bananas and spotted fever, 460 

Bangor Workhouse Infirmary. See Infirmary 

Barbers’ shops, 95 

BARBOUR, Dr. : Hysterectomy for fibroids in 
pregnancy, 438 

BARDELEBEN, A. VON: Erfahrungen iiber 
Cholecystektomie und  Cholecystenterostomie 
nach 286 Gallenstein Laparotomien, rev., 1368 

BARDELEBEN, KARL VON: Atlas of Applied 
(Topographical) Human Anatomy, rev., 817 

BARDET, M Nature and preparation of 
metallic ferments, 533 

BARDSWELL, NOEL: Complete vocal rest 
during sanatorium treatment of laryngeal 
tuberculosis, 1350 

BARGER, Dr. : awarded gold medal at Milan 
exhibition, 975 

BARK, JOHN: Best way to remove tonsils, 412 

BARKER, ARTHUR E.: Clinical experiences 
with spinal analgesia in 100 cases, 665 

BARKER, H. A.: The *‘ bloodless surgeon,” 40 

BARLING, GILBERT: Intraperitoneal implan- 
tation of the ureters into the colon, 124; 
tuberculosis of caecum and ascendin 
colon, 497; hydronephrosis and trifi 
ureter, 498 

BARLOW, H. P.: Another twelve months with 
a motor car, 577 

BARLOW, Sir THOMAS, and the Senate of Uni- 
versity of London, 760 

BARNARD, HAROLD: Intussusception, 814 

BARNARD, H. L.: Plastic operation for 





syphilitic perforation of hard palate, 262: 
removal of calculus from each ureter for 
double pyonephrosis, 262; method of 
diminishing the raw surface after removal 
of half the tongue, 262 

BARNES, ROBERT, Obituary notice of, 1221 

BARNES, STANLEY: Myasthenia gravis, 625 ; 
festinating speech, 1119 

Barometric pressure on man, influence of 
increased (M. Greenwood, jun.), 373 

BARR, SIR JAMES: Use of calcium salts as 
cardiac tonics in pneumonia and heart dis- 
ease, 717, 840, ; effects of respiration on 
circulation, 913, 1153, 1275; the Charter, 1273 

BARR, J. STODDART: Case of posterior eth- 
moidal disease caused by foreign body, 1364 

BARRACLOUGH, A. M. : Motor tricycles, 1284 

BARTLETT, F. P.: Motor cars for medical 
men, 847 

BARTON, CHARLES N.: Case of colocynth 
me 1364 

BARTON, F. T.: Elements of the Practice of 
Comparative Medicine, together with Records 
of Some Cases, rev., 383 

BARWELL, HAROLD: Epithelioma of larynx 
in a young man, 1 

BasIL, M. M.: Medical progress in Persia, 660 

BaSsSETT-SMITH, Fleet Surgeon, P. W., Craggs 
prize awarded to, 216 

BASTIAN, H. CHARLTON : The de novo origin of 
bacteria, torulae, and moulds, 201; The Evo- 
lution of Life, rev., 691 

BATEMAN, A. G.: Fees to medical officers in 
Poor-law institutions when an inquest is 
held, 1100 

BATEMAN, WILLIAM A, FREDERICK, obituary 
notice of, 721 

Bath waters, Abbot Feckenliam on, 1201 

Baths and other health resorts, review of 
books on, 319 

Baths, hot, note on the temperature of 
Japanese (Leonard Hill), 259 

BATIER, GABRIEL: Tuberculose Humaine et 
—- Animales, De leur Unicité, rev., 


1 

Batley, health of, 1213 

BATTEN, F. E. : acute ataxia, 1056 

Battersea, report of M.O.H., 1463 

BATUAND, JULES: Bibliothéque de a Nutrition: 
La Neurasthénie Génitale, rev., 443 

BAUMGARTNER, J.: Ueber Blinddarmentziind- 
ung: Wann soll operiert werden? rev., 382 

BAYLEY, WALTER: Queen Elizabeth’s physi- 
sician, 1559 

Bayonet wound of stomach (reported by P. R. 
Wrigley), 1303 

BEADNELL, Fleet Surgeon C. MARSH: Mul- 
tiple internal diverticulum of small intes- 
tine, 540; 1racture of lacrymal bone with 
perforation of lacrymal sac, 1054 

BEARD, JOHN: Trypsin in cancer, 660 

BEASLEY: Book of Receipts, rev., 1542 

BEATON, Dr. : Elected member L.C.C., 580 

—. THOMAS : Presidential address, rev., 


2 
=. Professor, complimentary dinner to, 


BEAUMONT, Deputy-Inspector-General ROBERT 
WHICHCORD, obituary notice of, 328 

BEAUMONT, W. M.: Appreciation of Edward 
Markham Skerritt, 1 

Bed, the equipoise, 1135 

BEDDARD, A. P.: Cheyne-Stokes respiration, 


8 
* Beecham’s Pills,” death of the inventor of, 


Bee-keepers’ liabilities, 1283 

Bees’ —~— and rheumatism, 1517, 1579 

BEEVOR, CHARLES E.: Diagnosis and localiza- 
tion of cerebral tumours, 316, 437, 563 

BEHRING, Professor : On bovine tuberculosis 
and bovo-vaccination, 715 

Belfast, pew lunatic asyium for, 47; openin 
of new fever hospital, 48 ;: health of, 107, 283, 
339, 466, 594, 652, 711, 771, 957, 1390, 1454 ; insani- 
tary dwellings in, 170, 834 ; epidemic of cere- 
bro-spinal fever in, 170, 284, 771, 1390, 1477; 
Belfast opinion of the new university 
scheme, 283; in the slums of Belfast, 283: 
medical high sheriff for Belfast, 339; Bel- 
fast hospital for sick children, 339; death- 
rate of, question in Parliament, 525; water 
supply, 527 ; the Commission on the Health 
of, ‘652, 711, 771, 957, 1020, 1088, 1145, 1270, 
1328; primary education in, 771; proposed 
tuberculosis dispensary, ; Belfast 
Board of Guardians, 1513; accommodation 
for ——— at, 1566 

Belgian parliamentary group, 34; School of 
Tropical Medicine, 135; Koyal Society of 
State Medicine prepares a medical topo- 
graphy of the kingdom, 576 

Belize, yellow fever in, 113, 233, 841 

BELL, JOHN, of Edinburgh, 416 

BELL, W. BLAIR: Calcium salts in the blood 
and tissues, 920 

BELLAMY, G. E.: Case of bronchial diph- 
theria, 1537 

—— Hygiene Laboratory} Studies from, rev., 


Benenden National Sanatorium, 1081 
BENNETT, EDWARD HALLARAN, obituary 
notice of, 1575 
Bengal, sanitary report, 228 
Bequests to hospitals and medical charities, 
30, 79, 94, 104, 148, 155, 200,209, 215 


u 


5 15, 248, 254 
260, 268, 272, 281, 295, 303, 315, 329, 337, 342, 415 
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539, 580, 609, 636, 682, 690, 728. 743, 775, ey 
é 4 


876, 883, 909, 927, 936, 942, a i 
a5 1008, 1074, 1076, 1177, 1189, 1194, 1241, 1271, 
1315, 1317, 1423, 1439, 1538, 1554, 1:74 
BERGMANN, ERNST VON: Weath of, 768; 
obituary notice of, 844; portrait of, 941; 
pote on, 952; tribnte to, 1242 
BERGOUIGNaN, P. : Les Cardiopathies Artérielles 
et la Cure d’ Evian, rev.. 444 
Beri-beri, oxalic acid poisoning and, 709 
BERKELEY, COMYNS: Handbook for Midwives 
and Maternity Nurses, rev., 85 
Berlin, apecial correspondence from, 230, 469, 
, 715, 775, 1332; prohibition of white 
phosphorus in the manufacture of matches, 
230; alleged increase of appendicitis, 230 ; 
medical profession in Germany. 230; female 
' students in Berlin, 230; overwork in primary 
and secondary schools, 469: the conscien- 
tious objector, 469; child suicide, 595; pass 
and pluck at State medical examination, 
595; cerebro-spinal fever, 715; medico- 
historical museum, 715; Professor v. 
Behring on bovine tuberculosis and bovo- 
vaccivation, 715; jubilee of the tubercle 
bacillus, 775; treatment of tuberculous 
paupers, 775; the leaving examination, 
1332; an open-air forest school, 1333 
Berlin, school hygiene in. 386; bureau of 
medical information in, 532; medical fees 
in, 533; medico-historical museum in, 643: 
holiday courses in, 1471 ; 
BeRNayYs, A. VAUGHAN: Appointed J.P. for 
county of Warwick, 156 


BERNHEIM, §8.:_ Interna‘ional protection 
against tuberculosis, 784 ; eect 
BERNSTEIN, JULIUS: Chronic peritonitis 


eausing elephuntiasis, 617 
BERTHELOT, M., obituary notice of, 722 
BEVERS, EDMUND C.: Hydatid cyst of neck, 
with cellulitis caused by rupture and escape 
of hydatid fluid, 136 
BEZOLD’s disease, double, recovery with 
perfect hearing (Charles J. Heath), 932 
BICKLE, LEONARD M.: Trypsin in cancer, 788 
BIDEN, GEORGE HENRY, obituary notice of, 


BIER, AUGUST: Hyperaemie als Helmittel, rev., 
442; accepts chair of surgery in University 
of Borlin, 1144 

Bier, Dr., decorated with Iftihar Order in 
brilliants, 1324 

Brers’s method, rationale of (Dr. Patch and 
J. H. Wells), 143 

Big fees, 102 

Bile passages and liver, on the temperature 
2 ee disease of (James W. Russell), 


Bilharzial haematuria. See Haematuria 

Bill, to prevent experiments on dogs, 581 

Bill, Butter and Margarine, 1018 

Bill, Factory and Workshops, 1210 

Bill, Housing of the Working Classes Acts 
are report of Select Committee, 


Bill, Irish Council, 1144 
Bill, Irish University, 902. See also Univer- 


sity . 

Bill, King Edward's Hospital Fund. See 
Fund 

— Metropolitan Water Board (Charges), 


Bill, Municipal Milk Dépédts, 763 

Bill, Notification of Births, 1017, 1327, 1387, 
1559, 1562, 1569; correspondence on, 1569 

Bill, Nurses Registration. 710 

a Parochial Medical Officers (Scotland), 


Bill, Practice by Companies, 1269 
Bill, Public Health, 405. 710, 768, 1210, 1453, 1510 
— Health Officers, 590, 768, 898, 


Bill, Society of Apothecaries of London, 


5 | ; 

Bill, the Vaccination, 1024, 1326, 1452, 1510; 
debate on, ‘1326; ane article, 1318 ; vac- 
cination officers and, 1510 

BILLINGS, FRANK: Elected President of 
National Association for Study and Preven- 
tion of Tuberculosis, 1501 

Bills, opposition to, 1210 

BINET, ALFRED: Mind and the Brain, rev., 


873 
‘* Biometric methods” and university medical 
education, 1274 
Birds, filaria in, 17 
Birmingham, notes from, 108, 227, 283, 342, 408, 
| 773, 834, 1086, 1213, 1270, 1565 ; Hospital 
Sunday collection, 108; diphtheria and 
scarlet fever, 108; death of Thomas Savage, 
227; Birmingham and Midland Free Hos- 
ital for Sick Children, 227, 528; health of 
irmingham, £83, 528; new hostel for Bir- 
mingham women students, 283; Dr. Carter, 
42; bequests to local charities. 342; pre- 
sentation to Dr. Whitcombe, 408 ; v 
Midland Counties Home for Incurables, 
403; Birmingham General Dispensary, 592: 
nursing, 592; overcrowding in out-patient 
departments, 773 ; Hospital Saturday Fund, 
773 ; proposed sanatorium for consumptives, 
834 ; Birmingham and Midland Children’s 
Hospital, : growth in the work of the 
ane a ery — — — lectures, 1087 ; 
public analyst, ; Open S es 
Association, 1213; The General Hospital : 
statistical report, 1270; Birmingham 





INDEX. 
Medical Benevolent Society 85th annual 
meetinz, 1270; bequests to medical 


charities, 1271: Ingleby lectures, 1271; halls 
of residence for the university students, 
1565: Hospital Saturday Fund, 1f66 

Birmivgham, child labour in, 332. ; 

Birmingham University. See University 

BirT, MARY E: Invalid and Convalescent 
Cookery, rev., 1062 : 

Birth asphyxia. See Asphyxia ; 

BisHop, E. STANMORE: Treatinent of vesical 
calculus, 439; cholelithiasis, 676 

BLACK, J. JANVIER: Eating to Live, rev., 208 

BLACK, SINCLAIR: Repression of leprosy, 220 

BLACKER, G. F.: Heart disease in relation to 
pregnancy and labour, 1225 

* Blackwater” fever. See Fever 

Bladder, rupture of (C. R. Porter), 1123 

Biddder, transplantation of ureter into, for 
uretero-vaginal fistula (E. Percy Paton), 


125 

BLAIR, Dr. : Presentation to, 216 

BLAKEMAN, JOHN: A Mathematical Theory of 
Random Migration, 100 

BLAND-SUTTON, J.: Diseases of Women, rev., 
206; Tumours, Innocent and Malignant, their 
Clinical Characters and Appropriate Treat- 
ment, rev., 875: Gall Stones and Diseases of 
the Bile Ducts, rev., 1367; circumcision as a 
riteand as a surgical operation, 1408 

BLAYDEs, F. H.M, and the strange story of 
a prince’s cure, 336 

Bleaching of the hair, 724 

Blind, city of the, 95 

— North Staffordshire, workshops for, 


6 

Blind in United States, census of, 1064 

Blindness, causes of, 416 

Blindness from  wood-aleohol 
(Robert J. Montgomery), 375 

BLONDEL. CHARLES: Les Auto-Mutilateurs, 
Etude Psycho-Pathologique et Médico-Légale, 
rev., 1053 

Blood and lymph channels, relation of liver 
eells to, 102 

Blood, pathology of, review of books on, 631 

Blood poisoning from calico making, 1085 

Blood and tissues, calcium salts in (W. Blair 
Bell), 920 

Blood vessels during shock, condition of 
(J. D. Malcolm), 377 

= examination, value of (H. Batty Shaw), 
+) 


poisoning 


“Bloodless surgeon,” more last words from 


BLUMER, W. PERCY: Foreign body in appendix 
abscess, 1119 
Blunt hook, use of the (J. Edward Godson), 


BLYTH, ALEXANDER WYNTER: Poisons, their 
Effects and Detection, rev., 9$7 

Board, Army Medical Advisory, reconsti- 
tution of, 155; leading article on. 159 

Board, Central Midwives, 968, 1017: appeal 
from, 968; and the training of midwives, 
1017; correspondence on, 15 

Board of Education, 95; and provision ot 
meals, 95; deputation to President of, 1441: 
correspondence, 1459 

Board of Hygiene and Temperance, 34; 
course of studies, 34 

Board, Local Government. new premises for 
cae! and distribution of lymph, 


Board, Metropolitan Asvlums, 1261, 1313. 1317: 
annual report, 1261, 1313; tirst meeting of 
new Board, 1317 

Boas, T. : Gesammelte Beitrdge aus dem Gebiete 
der Physiologie, Pathologie, und Therapie der 
Verdauung, rev., 118 

BOCKENHEIMER, PH., Atlas of Typical Opera- 
tions in Surgery, rev., 145 

BGcKER, Dr., death of, 1076 

Bohemia, position of medical affairs in, 1254 

Bold advertisement. 1515 

BOLTON, J. SHAW : Cortical development, 934 

a a MIGUEL, gold medal presented 

0, 
Bombay, proposed Parsi g2neral hospital at 
09 ; plague research laboratory at, 109 

Bonp, C. J.: Regeneration of nerves with 
regard to surgical treatment of certain 
paralyses, 1172 . 

BOND, FRANCIS T.: Possible source of diph- 
theria in schools, 536, 1276 

Bonp, J. W.: Preliminary laryngotomy, 7 

Bonds not to practise in an area, 84 

Bone disease without necrosis, acute infec- 
tive e. Thorburn), 439 

Bone, fracture of fifth metatarsal (George H. 
Graham), 16 

Bone, rdle of the various elements in the 
development and ae of (Sir 
William Macewen), 147 

Bones, long, benign cysts in (R. Jones and D. 
Morgan), 

Bonesetters and friendly societies. 1521 

BONNEFIN, Dr.: Notes on a method of ren- 
dering creosote and cannabis indica 
soluble, 2€4 

BONNEY. VictoR: Treatment of ovarian pro- 
are 81; Series of Midwifery Diagrams, rev., 


Book canvassers, 968 

Bootle, health of, 1564 

BORROWMAN, PHILIP G.: Partial dislocation 
of the larynx, 356 





BoRUTTAN, H.: Die Elektrizitét in der Medizin 
und Biologie, rev., 28 . 

BOSANQUET, W. CECIL: Medicine and the 
lay press, 176; influence of antituberculous 
serum on the opsonic index, 862 

Boston School Committee and nurses in 
public schools, 1554 ; 

BOITGER, WILLIAM: Principles of Qualitative 
Analysis, rev., 86 

Bottle-mekers, alleged frequency of cataract 
in (Simeon Snell), 8 

Bottles, second-hand, 590 

BovucHET, E.: Dictionnaire de Médecine et de 
ae Médicale et Chirurgicale, rev., 


BOURNEVILLE, Dr.: Premiers Mémoires de 
Séguin; Traitement Moral, etc., des Idiote, 
by Seguin; Traitement Médico-pédagogique 
de U' Idiotie par Bourneville, rev., 633 

BovkE, J. WESLEY (editor): Practice of Gynae- 
cology, in Original Contributions by Eminent 
Authors, rev., 206 ; Is the conservative treat- 
ment of the ovaries overdone ? 1143 

Bovine tuberculosis. See Tuberculosis 

— and bovine tuberculosis, 


BOWLBY, ANTHONY: Fractures of base of 
skull, 121: Surgical Pathology and Morbid 
Anatomy, rev., 1428 

—, J. MDWARD : Treatment of fractures, 


a 

Boycrk, Sir RUBERT WILLIAM: Receives per- 
mission to wear Order of Leopold If, 94; 
returns to work after long illness, 1330 

Boys and beagles, 280 

Boys, cigarette smoking among. See Juvenile 

— school, professional attendance in, 

fe) 

BrADBURNE, A. ALISON: Case of complicated 
strabismus, 

BRADDOCK, CH4RLES‘ S., awarded order of 
White Klephant of Siam, 890 

Bradford, support of medical charities in, 
591, 654 ; anthrax in, 654, 833, 955 ; slums of, 
655 ; street noises in, 712; Bradford work- 
house, 712; conference on infaut mortality 
and milk supply, 833; child life and labour 
in, 955; midwives and infant mortality in, 
955; notitiable diseases in, 1020: Health 
Committee and sterilized milk, 1087; smoke 
nuisance in, 1145; sequel to asanitary pro- 
secution in. 1145: death of police surgeon 
(Samuel Lodge), 1213; divisional police sur- 
geons in, 1213, 1331, 1456, 1512 ; insanitary 
areas, 1565 

Bradford police surgeoncies, 1506 

Bradford infirmary. See Infirmary 

BRADFORD, J. ROSE: Diagnosis of certain 
forms of renal disease, 725 

BRADSHAW, THOMAS R.: Charter and future 
constitution of the Association, 1025, 1148, 
1273: nucleo-albuminuria, 1184 

BRAHMACHARI, U. N.: Albumosuria and the 
duration of albuminuria in cholera, 920 

RRAILEY, A. R.: Cysts of pars ciliaris, 685 

BRAMWELL, MILNE: Hypnotism. & 

—* C. W.: Papain in malignant growths, 


BRAND, A. T.: Awarded grant for successful 
vaccination, 946 

Bread, Select Committee on, 44 

Breast, calcification of, 767 

BREINL, ANTON: Atoxyl in treatment of try- 
panosomiasis, 132; yellow fever in Belize, 


233 
Brentry Home for Inebriates, 1074 
BREWIs, N. T.: Pregnancy and fibroids, 80 
— Dr.: Vaginal Caesarean section, 


BRIDGES, Lieutenant-Colonel WILLIAM PERCY, 
obituary notice of, 140 

BRIERLEY. JAMES BRASSEY : Remedy for Hos- 
pital abuse, 289; Lancashire and Cheshire 
Branch, election to the Central Council 
of the Association, 780 : 

BriGGs, Dr.: Ventri6xation in backward dis- 
placement of uterus, 201 

Brighton, notes from, 592 

Dairy farms, dairies and milk, 592 

BRINES, ENRIQUE: Remarkable case of hae- 
morrhage in a centenarian, 274 

BRISCOE, J. F.: Appreciation of Dr. Joseph 
Groves, 1339 

Bristol, notes from : 169, 467, 713, 773, 834, 1457 ; 
University College Colston Society, eighth 
annual dinner, 169: Royal Infirmary, 4nD- 
nual meeting, 467 ; pathological report, 773 ; 
Medical Club Union, 467; the General Hos- 
pital, 713; Children’s Hospital, 834; Lunatic 
Asylum report, 1457 . 

British Guiana, notes from, 410; public 
health : increase of leprosy, 410 ve 

British Medical Association. See Association 

British Medical Benevolent Fund. Sce Fund 

British medicine in India, 1245 

British Museum Reading Room, 1382, 1396 

BROADBENT, Sir WILLIAM: Heart Disease and 
Aneurysm of the Aorta, rev., 145; the Toronto 
Hospital for far-advanced cases of coD- 
=, 297; some affections of speech, 

2 

BROCKBANK. E. M.: Merycism or ruminatioB 
in man, 421, 1217 : 

Bronchi, foreign bodies in (F. W. Price) 


1 
Bronchial diphtheria, case of (G. E. Bellamy), 
1537 
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ronchitis, periodic, 663, 724 
Bronchitis qost-operative treatment of (Dr. 
Hellier), 872 Y nee coll 
mrgnenss, Teptere of right, by injury (Colin 
<i ‘a 1 . . : 
mS HARLOow : Tumours in wild animals, 


BROOKS, HENRY ST. JOHN, obituary notice of, 
22 


Broom, JoHN: Desquamation after scarlet 
580 

provenTon, L. C. S. : Quantitative saccharo- 
meter, 604; haematoporphyrinuria, 1120 

BROWN, A. CASSELS : Medical worthies, 82 

Brown, ForBES: Govan Cottage Nurses 
Training Home, 145 ‘ 

Brown, H. SwaRBRICK: Influenza and epi- 

axis, 314 , 

pane. Dr. JoHN (“Rab”): Mrs. Sellar’s 
recollections of, 1553 

BrRowN, JOHN: The Charter and future con- 
stitution of the 47sociation, 1090, 1151, 1273 

Browy, T. M., trial of, 770 . 

Browne, H. LANGLEY: Appointed J.P. for 
County of Stafford, 456 — 

BrvcE, Colonel : Goat’s milk and Malta fever, 
95 * . 

pee. Lewis C.: Studies in Clinical Psy- 
chiatry, rev., 1484 . 

Bruck, WILLIAM, complimentary dinner to, 
159 


Bruce-PortER, H. E. B.: Rear-lights on 
vehicles, 781 . 

BRUNTON, Sir LAUDER: Use of calcium salts 
as cardiac tonics in pneumonia and heart 
disease, 616, 778; appreciation of Sir Joseph 
Fayrer, 1339: hypnotism and its relation to 
medicine, 1524 ’ 

BRYANT, JOSEPH D. (Editor) : American Practice 
of Surgery, rev , 14 

BUCHANAN. GEORGE BURNSIDE: Handbook of 
Surgery, rev , 1062 d 

BUCHANAN, LEStIE: Eyes of invertebrates, 
1366 ; pectinate ligament, 1366 

BUCHANAN, R. J. M.: Acute lymphatic 
leukaemia, 81; syphilis of the lung, 318 

BUCHANAN, W. J : Third factor in the etiology 
of biackwater fever, 

Buck, ALBERT B. (Editor): American Practice 
of Surgery, rev., 1485 

BucKLEY, C. W.: Influence of climate on gout 
and rheumatism, 441 

BuckMASTER, G. A : Recent research work 
on anaesthetics (leading article), 948 

Budget, the, 1017 

BuDIN, PIERRE, death of, 287; obituary 
notice of, 294; proposed memorial to, 838 

Bclst, R. C. : Charter and future Constitution 
of the Associatiou, representation of the 
Colonial Branches, 1090 

BULKLEY, L. DUNCAN: Influence of the Men- 
strual Function on Certain Diseases of the Skin, 
rev., 755 

Bullet wound, case of (P. O. Malabre), 17 

Bullets, immunization against, 897 

Bunn, W. G.: Workers’ sanatoriums and 
medical referees, 288 

BUNSEN, L. DE: Convalescent home of 
Addenbrooke’s Hospital, Cambridge, 1334 

BunNTING. E. L., reports case of empyema 
with remarkable leucocytosis, 1182 

BURDETT, Sir HENRY: Burdett’s Hospitals and 
Charities, 1907: being the Year-book of 
ane and the Hospital Annual, rev., 


BURDETT-COUTTS, the late Baroness, 120 

BURDON-SANDERSON, Sir JOHN, life of, 880 

Bureau of medical information, in Berlin, 532 

BURDWOOD, WATSON, awarded payment for 
successful vaccination, 1366 

BURGHARD, F. F Surgical treatment o: 
pyloric stenosis, 627 

BuRMAN, H. W.: Sudden death from cerebral 
haemorrhage in a girl aged 26, 1344 

Burn, scarlativiform rash after (Simonds 
Gooding), 313 

= KoBerT, and Dr. William Maxwell, 

9, 


Bur ROWS, WILLIaM SEYMOUR, obituary notic 
of, 1400 f “ 


BUSHNELL, F.G.: Influence of rainy winds’ 


- on — 174, 345 

UTCHER, F.: 3 ocal anaesthesia for extrac- 
tion of teeth, 1284 ane ee 
—" T. HARRISON: Case of chloroma, 


BUrLER, T. LANGTON: Case of c¢ y 
poisoni:g, 1537 ainiadonas 
BUCLIN, HENRYT.: Preliminary laryngotomy, 
ic Hunterian oration on the objects of 
prin nar ee the mannes in which he 
accomplishe 1em, 357; Senate 
University of London, 960 ° ae 
| nesta nen 694 
UXTON, DUDLEY W.: Local a s ia i 
the extraction of teeth, 964 a ae 
—— = ~ 106 
YBNE, W. P.: Evidence } Yivi i 
Gountaiectic:'oe e@ before Vivisection 
By-ways of medical charity, 827 


Cc. 


Canor, R. C. (editor): Modern Clinical Medi- 


cine: Diseases of Metabolisma j ‘ 
Animil Parasites : Tastelegy ron : ee _— 





Caecum, diagnosis and treatment of malig- 
nant disease of (Charters Symonds), 204 5 

Caecum and appendix, transposition of 
(V. N. Chitale-Bhajekar), 260 ; 

Caecum and as colon, tuberculosis 
of (Gilbert Barling), 497 __ 

Caesarean section complicated by round 
worms (reported by Ethel Landon), 200 

Caesarean section in a case of contracted 
pelvis with twin pregnancy (George H. 
Cowen), 189 

Caesarean section, post-mortem, 021 

Caesarean section, vaginal (Dr. Brewis), 1482 

Cahireonlish dispensary district, re-election 
of medical officer, 48; sequel to the dispute, 
340 

CAIRD, Surgeon-Major WILLIAM EDWARD, 
obituary notice of, 1033 

Calcification of breast. See Breast 

Calcium chloride and purpura (W. B. Russell), 
199 


Calcium chloride in haemorrhage (A. Stanley 
Green), 1054 F 

Calcium iodide. 87: in ulcers of the leg 
(A. G. Peter), 991, 1284, 1464, 1579 

Calcium salts in blood and tissues (W. Blair 
Bell), 920 : ; : 

Calcium salts as cardiac tonics in pneu- 
monia and heart disease (Sir Lauder 
Brunton, 616; (J. Douglas Cree), 1175; 
correspondence on, 717, 778, 840, 908, 964. 
See a’so Pneumonia. 

Caleuli, cystine, two cases of (F. A. Southam), 
489 


Caleuli, renal and ureteral (W. Thelwall 
Thomas), 1184 

Caleuli, urethral abscess and (F. G. Hack), 
199 


Calculus, removal of from each ureter for 
double pyonephrosis (H. L. Barnard), 262 
Calculus, vesical, treatment of (EK. Stanmore 
Bishop), 439 

Calcutta, health officership of, 1146 

CALDER, A. B.: Lectures on Midwifery jor Mid- 
wives, rev., 85 

Calf lymph, 59 . 

Calico-making, blood poisoning from, 1085 

Calipers, frontal sinus probe, 634 

CALoT, F.: Traitement Rationnel du Mal de 
Pott a UV Usage des Praticiens, rev., 442 

CALVERT, JAMES: Standard of the medical 
degrees of the University of London, 906, 


CALWELL, WILLIAM: Age incidence of gastric 
ulcer in male and female, 6 

Cambridge Natural History, rev., 382 

Cambridge University. See University 

CAMERON, Sir CHARLES: Elected Fellow of 
Royal Sanitary Institute, 1554 

CAMERON, Sir HEcTOR C.: Lord Lister and 
the evolution of wound treatment during 
the last forty years, 789, 1189 

Coe Colin: Intratracheal injections, 
118 

CAMPBELT, HARRY: An abnormal rise in the 
average level of the diaphragm, 1393 

CAMPBELL, JOHN: Rubber gloves in mid- 
wifery practice, 19 

CAMPBELL, KENNETH: Conditions of eyesight 
required for the military service, 53 

CAMPBELL, MALCOLM: Bilateral ovarian der- 
moids, 1184; effects of diet on development 
and structure of the uterus, 1229 

CAMPBELL, R. D.: Suggested modification in 
opsonic estimation of tubercle, 866 

Canada, notes from, 43, 108, 171, 595, 655, 835, 
955, 1019, 1086, 1272, 1£67; medical organization 
in Canada, 43; physical examination at the 
University of Toronto, 108; medico-leg:1 
cases, 109; Canadian Army Medical Ser- 
vices, 171, €£5; College of Physicians and 
Surgeons, Quebec, 171; health of Montreal, 
171; the late Professor Graham of Toronto, 
595: proposed union of medical societies in 
Toronto, 595; presentation to Dr. Roddick, 
655; Dr. James Stewart, 655: Sir William 
Hingston, 655; epee? and ‘ patent” 
medicines, 835 ; Quebec Provincial Board of 
Health, 826; occurrence of Babinski’s sign 
in normal people during sleep, 836 ; Toronto 
Hospital patients, 836; New Toronto 
General Hospital, 955, 1086: McGill Uni- 
versity, 955, 1086 ; Canadian Army Medical 
Corps, 955; Montreal General Hospital, 
1019: Montreal Infectious Hospital. 1019; 
teaching of medicine at McGill, 1019: the 
late Dr. W. H. Drummond, 10)9: adujtera- 
tion of food, 1272; Professor F. Miiller of 
Munich, 1272; Lady Victoria Grenfell 
Memorial, 1272; Ontario Medical Associa- 
tion, 1567 

! Canaliculus, defective development of left 

(Archd. Stanley Percival), 562 

— “boon,” another (leading article), 


Cancer of cervix in a nulliparous woman 
(Archibald Me Kendrick), 139 

Cancer, class incidence of (David Heron), 621 

Cancer, columnar, of the epididymis (Francis 
Colby), 199 

Cancer conference, international, Transac- 
tions, rev.. 1487 

Cancer cures (leading article), 703 

Cancer, cytological investigation of, 532 

— gametoid theory of (C. E. Walker), 


| Cancer in India, 1563 





Cancer of jejunum, resection of jejunum 
and colon (C. H. Fagge), 262; involving 
colon (C. H. Fagge), 499 

Cancer, laryngeal, diagnosis anid treatment 
of (Sir Felix Semon), 241, 261 

a league tor repression of, in Belgium, 


Cancer in mice. incidence of spontaneous 
(F..W. Twort), 143 ; note on, 1140 

Cancer problems (leading article). 217; note 
on, 81 ; correspondence on, 288, 345 

Cancer, operation for removal of entire 
rectum and neighbouring lymphatic area 
for (P. Lockhart Mummery). 1289 

Cancer, protozoal theory of, 1423 

Cancer research at Manchester, 48; in Italy, 
ps ; at Aberdeen, 225; in Liverpool, 


Cuseer. review of books on, 753, 1061, 1189, 


Cancer of stomach, early diagnosis of, discus- 
sion on, 746 

Cancer of stomach and _ oesophagus, 
squamous-celled, imitating tuberculous 
ulceration of intestine (H. D. Rolleston 
and F. W. Higgs), 1293 

Caneer, trypsin in, 53, 113, 158, 486, 519, 598, 
660, 720, 724, 788 ; leading article on, 158; 
(William Seaman Bainbridge), 486; piece 
of ‘‘ week” on, 519 ; correspondence on, 598, 
660, 720, 724, 788 

Cancerous uterus, sloughing and discharge 
of cauterized, 1209. See also Malignant 
disease, epithelioma 

Cannabis indica, method of rendering soluble 
(Dr. Bonnefin), 264 

CANTLIE, JAMES: Tropical ailments as they 
are met with in Britain, 1465 

Cape Colony, notes from, 286; Colonial Medi- 
eal Council, 2&6 

Ome See. prevention of tuberculosis ir, 


Carbolic acid gangrene, nine cases of (David 
Wallace), 1110; correspondence on, 1344 

Carbonated bath salts, 756 

Carcinoma. See Cancer. 

Card system for the visiting list, 1217 

Cardiac degeneration, rare variety of (W. O. 
Meek), 1123. See also Heart 

Cardiff, improper feeding of children at, 226; 
Health Committee, 468; health of, 15€6 

CARLYLE, THOMAS, letter to an Edinburgh 
student from, 515 

Carnegie trust for the Universities of Scot- 
land, 403 

CARNELL, EDWARD, elected member of the 
livery of the Apothecaries’ Society, 155 

Carotid, common, Jigature of for arterial 
ir, and epilepsy (Rushton Parker), 


CARPENTER, GEORGE, Reports of the Society for 
the Study of Disease in Children, rev., 148; 
nephritis in infants, 813 

CarRR, Deputy Surgeon-General JONAS KING, 
obituary notice of, 66 

CARROLL, Lieutenant and Assistant Surgeon 
JAMES, promoted Major in U.S. Arniy in re- 
cognition of his important work on yellow 
fever. 82 

er JOHN, shot by William Purves, 


CARTER, A. H., resignation of, 342; Elements 
of Practical Medicine, rev., 818: appointed 
J.P. for county of Worcester, 

CARTER, EUsTACE G.: Tetanus treated with 
antitetanic serum, £55 

CARTER, W.: Variations in the “* normal tem- 
perature,” 749 

CaRTER, WILLIAM: Mercury in modern thera- 
peutics, 934 

CARTIER, P.: Etude’ Exzpérimentale de la 
— Séro-Fibrineuse Tuberculeuse, rev., 


CASHMAN, RICHARD 
notice of, 

CasPAR, LEOPOLD : Textbook of Genito-urinary 
Diseases including Functional Sexual Dis- 
orders in Man, rev.. 999 

CAsTANO, ALBERT: Prostatectomie Périnéale et 
Prostatectomie Transvésicale, Méthode de 
Freyer: Etude Comparée des deux Méthodes, 
rev., 1125 

Cataract in bottle-makers, alleged frequency 
of (Simeon Snell), 8 

> extraction (Richard Williams). 


Catgut, iodine-spirit (J. Scott Riddell), 809; 
(C. Hamilton Whiteford), 866, 971 

CATHCART, CHARLES W.: The Essential Simi- 
larity of Innocent and Malignant Tumours : 
A Study of Tumour Growth, rev., 1188; mas-' 
sage and inovement in fractures, 1481 

CATHCART, E. P.: Physiological action of 
whisky on the circulation, 1174 

Catheter cystitis and bacteria, 41 

— sterilization of (Henry Jellett), 


4¢ 
Cattle, inspection of, 1523 
Caustics, magiee 01 in gynaecology, 280 
CAVAIL' ON, P.: Les Furmes Postérieures de 
Uv Appendicite, rev., 1487 Pike g 
CAVERHILL, bLr.: Pictures and prints of the 
life of Mary Queen of Scots, 100 ; 
Cavervous sinus, thrombosis of (Dr. Rock- 
liffe), 685 ae 
CaWLEY, THOMAS, death of, 775 , 
Cellulitis (G. H. Makins), £26 


UNIACKE, obituary 
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Contenarian, remarkable case of haemorrhage 


D,; , 

Centenarian’s advice, 719 

Central Africa. See Africa 

Central emergency fund. See Fund 

Centrifuge, simple electrical, 209 

Cerebellar abscess. See Abscess 

Cerebellum, Dr. Hughlings Jackson’s views 
on the functions of (Sir Victor Horsley), 803 

Cerebral haemorrhage. See Haemorrhage 

Cerebral tumours. See Tumours 

Cerebro-spinal fever. See Fever 

Certificates for school-children. See School 

Cervical abscess. See Abscess 

Cervical fibroids. See Fibroids 

Cervix, cancer of. See Cancer 

Cervix, removal of in hysterectomy (J. D. 
Malcolm), 870 

Ceylon, notes from, i568; vital statistics, 1568 

CHABANON, A.: Les Formes Postériewres de 
U Appendicite, rev., 1487 

CHAMPTASSIN, Dr. DE: Treatment of mus- 
cular atrophy after effusion into joints by 
_— work with progressive resistance, 


7 

Channel tunnel, 1142 

CHANTEMESSE, Professor : On the prophylaxis 
and treatment of peritoneal infection by 
nucleinate of soda, 1515 

CHAPMAN, CHARLES W.: Ethical aspects of 
medical consultation, 718, 1028 

CHAPMAN, J. E., starts open-air sanatorium 
at moderate rates, 273 

** Characters,” 41 

Charaka club proceedings, 1201 

Charcoal biscuits, 879 

CHARCOT, JEAN, presents his father’s library 
to the Salpétriére, 1315 

Charges of negligence, 1162, 1163; Middle- 
brook v. McCulloch, 1162; Hope and Currie 

_ v. Crier, 1163 

Charities, London, review of books on, 148 

CHARLES, J. R.: Multiple myeloma, 196 

CHARLES, Professor, retirement of, 1390; 
testimonial to, 1454 ‘ 

Charter of the Association. See Association 

— of medical ethics (leading article), 

CHARTERIS, F. J.: Physiological action of 
whisky on the circulation, 1174 

Chatham, Midwives Act in, 1004 

CHAULIAC, GUY DE, new MS. of, 577 

CHEATLE, THOMAS HENRY, obituary notice 


of, 54 

Chelmsford rural district, 968 

Chemical theories, 

Chemistry, review of books on, 86, 1189 

Chemist's Annual, rev., 572 

we duty of with regard to prescrip- 

ions, 

Chemists, prescribing, 116, 783 

Chest conditions, diagnosis of abnormal 
(John Hay), 1057 

Chest diseases. review of books on, 206 

CHEYNE, W. WATSON: Treatment of recent 
fractures, 1; presentation to, 144; honorary 
ee of D.8c. of Oxford conferred upon, 


Cheyne-Stokes respiration (Frederick Taylor, 
M.S. Pembrey, a. P. Beddard and Herbert 
French), 80 

Chicago, pious founder in, 216; ambulance 
service of. 216; meat scandals, 651 

Chicago University. Sce University 

Child labour in Birmingham, 332; in Brad- 


or 

Child suicide in Germany, 595 

CHILDE, C. P.: Contrul of a Scourge; or, How 
Cancer is Curabie, rev., 875 

Children, acute pneumonia in (H. Montague 
Murray), 1345 ; correspondence on, 1516 

a gy blind, deaf, and cripple, after-care 
ol, 

Children, deafness in, 1512 : 

Children, errors in the diet and general 
hygiene of (A. F. Voelcker), 181 ; correspon- 
dence on,. 781; oatmeal in the dietary of 
(Chalmers Watson), 985 

oo, feeding of, improper, at Cardiff, 


Children, sleep of, in towns, 648 

Chimpanzee, yellow fever in (H. Wolferstan 
Thomas), 138; inoculated syphilis in (A. 8. 
Griinbaum), 1123 

Chins, small-pox and inoculation in (E. H. 
Parker), 88 ; new medical schools in. 823 

CHITALE-BHAJEKAR, V. N.: Transposition of 
caecum and appendix, 260 

Chloroform anaesthesia, muscular spasm 
‘under (A. Campbell Stark), 991 

= alleged action of on the heart, 


—— evaporation of during: inhala- 
on, wee 
Chloroform poisoning, delayed (J. Crawford 
Renton), 617; (R. Ramsay), 1237; corre- 
spondence on, 781 | 
Chloroform, proper way to administer, 1569 
Chlordform and ether, poisonous after-effects 
'_ of (Leonard Guthrie), 380 myibeseyny 
Chloroform and oxygen apparatus,’ Roth- 
‘Driger, 1067 . pages to ot! 
Ghlor ma, case of (T. Harrison ‘Butler), 929 
= 8, specific gravity of the ‘blood’ in, 


Cholecystitis, suppurative (T. C. ‘Littler 


Jones), 





Cholecystotomy, cholecystectomy, chole- 
dochotomy (Staff Surgeon F. J. A. Dalton), 315 

Choledochotomy for gall stones, transduo- 
denal (George Heaton), 868 . ‘. 

Cholelithiasis (E. Stanmore Bishop), 676; 
review of books on, 938 . 

Cholera, albumosuria and duration of 2ibu- 
minuria in (U. N. Brahmachari), 930 

Cholera, bacteriological diagnosis of (Mare 
Armand Ruffer), 735 

Chorea gravidarum (H. K. Wallace), 260 

Chorea, maniacal (J. Magee Finny), 976; (W. 
Mussellwhite), 1302 

Chorion epithelioma (A. T. Hicks), 1482 

Choroid, metastatic tumour of, 1483 

Christian Science, 356, 1036; in Massachu- 
setts, 355; in Delaware, 760. See also Eddy 

CHRISTOPHERS, 8. K.: Development of Piro- 
plasma canis in the tick, 76 : haemogregarine 
parasites of mammals, 172; larval charac- 
ters in the classification of mosquitos, 228 

Chromocystoscopy, review of books on, 998 

Church cough, 27 

Chyluria (A. F. Hertz), 626 

Cider, 1 

Cigarette smoking by women, 1342 

Circulars to patients, 237, 969 

Circulation, diaphragm and (T. Stacey Wil- 
son), 978; correspondence on, 1393 

Circulation, effects of respiration on (Sir 
James Barr). 913; correspondence on, 1093, 
1153, 1217, 1275 

Circulation, physiological action of whisky 
on (F. J. Charteris and E. P. Cathcart), 1174 

Circulus vitiosus. See Vicious 

Circumcision as a rite and as a surgical 
operation (J. Bland-Sutton), 1408 

Circumcision under local anaesthesia, 912 

Citric acid, lead and arsenic in, 1139 

City of the blind (Vatra Luminosa), 95 

Civil ambulances in Germany, 1011 

Clamp, improved gastro-enterostomy, 25 

Clamp, modified, for gastro-intestinal opera- 
tions, 87 

CLAREMONT, LEOPOLD: The Gem-cuiter’s Craft, 
rev., 1189 

CLARK, ANDREW: Appreciation of Edward 
Markham Skerritt, 1160 

CLARK, JAMES R. ANDREW: Queen’s Jubilee 
Hospital, 1155 

CLARKE, A. J. FAIRLIE: Goitre operations 
under local anaesthesia, 1534 

CLARKE, J. JACKSON: Cancer problems, 288 

CLARKE, JOHN H.: Homoeopathy, 

CLARKE, J. MICHELL: Appreciation of 
Edward Markham Skerritt, 1159 

CLARKESON, G. A.: Some complications of 
ovarian cysts, 314 

CLARKSON, GEORGE A.: Acute colitis, 1459 

Clavicle and lower jaw, enlargement of 
(H. Betham Robinson), 749 

Cuay, Mr.: Uses and methods of ureter 
catheterization, 1365 

Cleido-cranial dysostosis (J. Hill Abram), 687 

Cleft palate, new method of dealing with 
(F. N. G. Starr), 1532 

CLELAND, J. BURTON: 
plague, 838 

Clerical panacea, 403 

CLIFFORD v. TIMMS (leading article), 275; 
report of, 294; correspondence on, 345 

Curt, H. LECHMERE: Intestinal origin of 
leprosy, 931 

Climacteric, case of sudden death at (Eldon 
Pratt), 1231 

Climate of West Africa (G. F. Darker), 811 

Climatic treatment of tuberculosis. See 
Tuberculosis 

Clinical Society. See Society 

Clinical teaching and examinations, 1570 

CLOWES, ERNEST F.: Aftter-treatment of 
operation cases, 535, 720 : 

Club, North of England Glasgow University, 


530 
Club, North of Eneland Edinburgh Univer- 
sity Graduates’, 712 
Club patients, surgical treatment of, 151 
CLUBBE, CHARLES P. B.: Diagnosis 
Treatment of Intussusception, rev.. 1427 
Clubs and hospitals. See Hospitals 
CLUTTERBUCK, L, A. : Intermittent glycosuria, 


Transmission of 


and 


539 
CLUTTON, H. H.: Congenital hypertrophy or 
giant growth of feet 748 ss aon 
= mines after explosions, rescue work in, 


Coastguard medical attendance. 769 

CoaTs, GEORGE: Rupture of Descemet’s 
membrane, 1365 

Cocaine anaesthesia. Seé Anaesthesia 

Cocaine, sale of, restricted in America, 946 

CockBuRN, Brigade-Surgeon JAMES BALFOUR, 
obituary notice of, 1521 

Cocoa, Bensdorp’s Royal Dutch, 1253 

Codex Medicamentarius (French), 1553 

CoLBy,_ FRANCIS: Columnar carcinoma of 
epididymis, 199 

Colitis, acute (KF, Hernaman-Johnson), 1536 

Colitis, acute and ulcerative (Sidney Phillips) 
1355 ; correspondence on, 1459 

= causes of (P. Lockhart Mummery), 


J 


College, Anderson’s Medical, Glasgow, resig- 
nations and appointments, 1461 

College, Grant Medical, Bombay, 1567 

College, King’s, forty-seventh annual dinner, 





College, Livingstone, 34, 1501; report, 4; 
annual festival, 1£01 

College, Medical Graduates’, and Polyclinic, 
760; annual meeting, 760 

a, Queen Margaret, Glasgow, founder’s 

ay, 

College, Queen’s, Belfast, 834, 1390; St. 
Patrick’s day dinner, 834; féte at, 1390 

College,Queen’s, Cork, retirement of Professor 
Charles, 1350 . 

College. Queen’s, Galway, 
Birrell, 

College of Physicians, Philadelphia, library 
of, 1075 

College of Physicians and Surgeons, Quebec, 
semi-annual meeting, 171 

College, Royal, of Physicians, Edinburgh, 46, 
1219; laboratory of, 46; admission to the 
membership, 1219; admission to the 
licence, 1219 : annual report pancive the 
laboratory, 1219; election of Representa- 
tive in General Medical Council, 1219: 
Conjoint Committee of Management of 
Triple Qualification, 1220; appointment of 
Morison lecturer, 1220; recognition of lec- 
turer, 1220; Freeland-Barbour fellowship, 
1220; expulsion of licentiate. 1220 

College, Royal of Physicians of Ireland, 967; 
admission to membership, 967 

College, Royal of Physicians of London, 355, 
538. 600. 782, 1085, 1097, 1219; comitia, 355, 538, 
10$7, 1219; lectures, 355: membership, 355, 
1097: licences, 355, 1097: diplomas in 
public health, 355; communications, 355, 
538, 782, 1097, 1219; councillors, 355: a manu- 
seript of Harvey, 355: Central Midwives 
Board, 355; reports, 355, 782, 1097; library, 
355, 1097 ; examination for the licence, : 
resignation of membership, 538; restoration 
of licence, 538; examination for the mem- 
bership, 600; presidential address, 782: 
election of president, 782; and plague, 1085; 
Lord Lister, 1097; fellowship, 1097, 1219; 
deprivation of licence, 1097; representative 
in senate of London University, 1097: 
announcements, 1219 ; Geological Society of 
London, 1219: admission of women to the 
examinations of tbe College, 1219 

College, Royal, of Surgeons of Edinburgh, 
1281; pass lists, 1281 

College, Royal, of Surgeons of England, 178, 
414, 723, 782. 967, 1210, 1219, 1281, 1341, 1376. 1383, 
1444, 1461, 1518, 1574; quarterly council, 178, 967; 
the library, 178; Liverpool School of sropical 
Medicine, 178; book of ordinances of the 
Guild of Surgeons, 178; examinerships in 
surgery, 178. 414; issue of diplomas, 414, 
782, 1219, 1281: proposed admission of 
women, 414, 782: deputation to Lord Presi- 
dent of Council, 723, 1376, 1444,1518: Bradshaw 
lecture, 782; representatives of the College 
upon the Senate of the University of 
London, 782; Central Midwives Board, 
782, 967: national anthropometric survey, 
782; Jacksonian prize, 967; triennial prize, 
967 ; election to the Fellowship of Members 
of twenty years’ standing, 967; Board of 
examiners in dental surgery. 967 : centenary 
of the Geological Society, 967; Hunterian 
lectures, 967; question in Parliament, 1210; 
teaching of midwifery, 1219; Lord Lister, 
1219 ; John Hunter’s lectures, 1219 ; Egyptian 
Medical School, 1219: coming council elec- 
tion, 1341, 1383, 1461, 1574 ; deputation to Lord 
President of Privy Council. 1518 ; licence in 
dental surgery, 1518 ; examination in dental 
surgery, 1518; closing of the library, 1518; 
appointment of examiners, 1518; for the 
Primary Fellowship, 1518 ; eiection of Mem- 
bers of Council, 1518; Fellowship, 1518 

College, Royal, of Surgeons, Ireland, 283, 538, 
911, 957, 1328, 1342, 1389, 1578; annual dinner, 
283 ; pass lists, 528, 911, 1342: election of ex- 
aminers, 967; election of officers, 1328; 
annual meeting, 1389; additional exami- 
ners, 1578 ; Carmichael prize essav, 1578 

College, Trinity. Dublin. 59, 170, 225, 652, 771, 
782, 844, 968. 1034, 1211, 1578: pass lists and de- 
grees, 59, 782, 844, 968, 1034. 1578 ; the Commis- 

_ sion on, 170, 225; and the University Scheme 
(see University, Irish) : defence of, 771 ; post- 
graduate courses at, 1211 

College. Oniversity, Cardiff, Newport grant 


to, 

College, University, London, 234, 694, 1161. . 
1218 ; lectures, 234, 1161: Collected Papers of 
the Physiological Laboratory, rev.. 694 ; elec- 
tion to Sharpey physiological scholarship, 


protest to Mr. 


12 
Colleges, University of Wales, reports. 966 
CoLuig, R. J.: Nursing at Home, rev., 383 
— Mayo: Best way to remove tonsils, 


CoLureR, W.: Functional albuminuria in 
athletes, 4; Charter and future constitu- 
tion of the Association, 1090 

Colliery cottages at Chester-le-Street, 957 

COLLINGWOOD. FREDERICK W.: Hosp 
and clubs, 842 

COLLINS, FREDERIC, obituary notice of, 474 

CoLuins. Sir W. J.: King Edward’s Hospital 
Fund Bil], 110 

Colocynth poisoning, case of (Charles N. 
Barton), 1364 ; (T. Langton Butler), 1537 

Colon, idiopathic dilatation of (H. Morley 
Fletcher and H. Betham Robinson), 370. 
3°9: (Herbert P. Hawkins), 477 
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Colon, intraperitoneal implantation of ureters 
into (Gilbert Barling), 124 
Colonial Conference, 4€3 : correspondence on, 


536 : : 
Colonial Medical Council, 286 : 
Colonic adhesions and abdominal pain 
(A. Ernest Maylard), 484 " 
Colonies, public health diplomas in, €02 
Colour blindness, tests for, 832; books on, 
1344 


34 

Colour vision (Dr. Edridge-Green), 1355 

Coloured doctors in America, 1084 

Columnar carcinoma. See Cancer 

Colwyn Bay and its drainage, 1453, 1563 

Compensation for accident to a maternity 
nurse, 1463 

Complicated failure, 972 : , 

Composition of secret remedies. See Secret 

Comrik, J. D.: Naso-pharyngeal infection by 
the meningococcus, 1481 

Conditions of practice in tropical and sub- 
tropical countries, 240 

Condy’s fluid, 1524 

Conference, an imperial, 707 

Congo, French. SeeFrench — . 

Congress of American physicians and sur- 
geons, 274 

Congress of climatotherapy, 215 

Congress of French practitioners, 95, 1083 

Congress, French, on public assistance and 
private beneficence, 1051 

Congress, German gynaecological, 818 

Congress, German, of internal medicine, 156 

Congress of German scientists, 760 

Congress, German surgical, 391 

Congress of the Gouttes de Lait, 932 

Congress on care of insane, 1434 

— International Antialcohol, 858, 

) 


Congress, International Dermatological, 248 

Congress, International ‘ First Aid,” 1384 

Congress, International, of Hygiene and 
err 290, 326, 760, 1131, 1269, 1425, 


Congress, International Laryngo - Rhino- 
logical, 137, 1146 

Congress, International Medical, 446 

= International, of Physiology, 274, 


Congress, International, of Psychiatry, 
Neurology, and Psychology, 456 

Congress, international, of School Hygiene. 
See School 

Congress of International Surgical Society, 446 

Congress, Medical, Australasian, Transactions, 


Congress, Medical, Mexican, 1016 
Congress, Medical, South African, 149, 530. 
1182; work of, 149 ; summei diarrhoea, 149; 
pas” Ape sme 149 ; leprosy in Basuto- 
land, 150; disposal of sewage, 1£0; child- 
ren’s eyesight, 150 ; — of the pro- 
fession in South Africa, 150: proposed 
South African Association, 150 ; future of the 
British Medical Association in South 
Africa, 150 ; resolutions, 530 
Congress, Medico-Political, in Belgium, 453 
Congress of Orthopaedic Surgery, ltalian, 1578 
Congress of Paediatrics, Italian, 224 
Congress of Polish Scientists and Medical 
Practitioners, 883 
Congress of Practitioners, 958 
Congress of Scientific Societies, old theses 
unearthed and exhibited at, 941 
Congress of Stomatology, 214 
Congress, Tuberculosis, in Portugal, 156 
Congresses, Health, multiplication of, 527 
ee Board in England, 178, 414, 911, 967, 
os > 1220; pass lists, 178, 414, 911, 967, 1034, 
Conjoint Board in Ireland, 117, 178, 273, 414 
ye raw — = peg pass lists and 
*, ’ ’ 7 ’ ’ g 
F 1007, 190) 538, 844, $67, 1034, 
onjoint Board in Scotland, 355. 96 : 
eu — degrees, 355, 967, 1097 sini 
njunctiva, streptococcic i i 
c(annold Lawson), 31 nfection of 
onjunctivitis, bacteriol y i 
: Pollock), ae criology of (W. B. Inglis 
onjunctivitis, Peri 4 3. Si i 
: Ghonnsm) Uae naud’s (Drs. Sinclair and 
ONNAL, J. GALBRAITH: Primary diphtheri 
‘ = = a —— canal. 139, bs0, 412 
D uy W. T.: La t idein Practi 
Dectrdbhogs bie — ory Guidein Practical 
p Seneca ps i 1080 
Cientious objector in Germany, 469 
Conservative t: ri ; 
(ovaries reatment of ovaries. See 
onstantinople, Hamidié Hospi ild- 
a bonds bc ; pat in, 533, seinen 
stipation and dil i J 
; Hawkins) a ilatation of colon (Dr. 
Onstipation, neglected, and pericolic i - 
citation (Harold Walker), 198 a ee 
Sona ethics of. See Ethics 
ot = nog Re infants, organization of in 
nsumption. See Tuberculosis 
Gonsumptives, local authorities and 117 
Consumptives, killdying See Kill ’ 
Gowran Pees. treatment of, 1320 
otees i codes nly tape ratton des Familles et 
ract practice, 150, 446, 713; surgical t - 
ment of club patients, 150; iittanee te 





other practitioners on club patients, 446 ; 
in South Wales, 71 

Contracts not to practise, 57. 237, 909, 1099 

Convalescent Home, the Yarrow, eleventh 
annual report, 786 

Convalescent Homes Association. See Asso- 
ciation 

Convicts, antitoxin from, 865 

Cook, FREDERICK A.. as a mountaineer, 80 

Cook, Mrs. K.: Evidence before Vivisection 
Commission, 5:0 

Cooking for soldiers, 952 

Coompss, CAREY: Congenital hypotonia (con- 
genital amyoplasia), 1414 

CooPER, ARTHUR: Sterility in man, 1118 

CooPER, LuprorD: Paralysis of vertical 
movements of eyes, 438 

CoorER, R. HiGHAM: Pulmonpary(?) hyper- 
trophic osteo-arthropathy, 748 

Co-operation with an unqualified person, 


1398 
oon biatriatum (J. Dixon Mann), 


CORBIN, H. E.: Handbook of Physics and 
Chemistry, rev., 384 

Cord, haemorrhage from the, 1164 

CORDES, A.: Post-partum haemorrhage, 124 ; 
Premature birth of twins, 972 

Cork, the guardians and the Poor-law Com- 
mission, 284; university question in, 466 ; 
Coane sanatorium at, 651, 1088, 1145, 


CorRLIEgU, Dr., death of, 642 

Cornea. vaccination of (J. Aekworth Menzies 
pag E. Jameson), 198; correspondence 
on, 

CorneER, E. M.: Fractures of the odontoid 
process of the axis, 118 

CORNET, G. : Die Tuberkulose, rev.,816 

Cornual Pregnancy. See Pregnancy 

Coroner and doctor, 1099 

Coroner and medical fees, 1342 

Coroner and medical witness, 1163 

Coroner on quacks, 1283 

Coroners and inquests, 116 

Correction, a, 1464 

Correspondence, 51. 110, 173, 230, 287. 344, 411, 
470, 534, 596, 657, 716. 776, 838, 905, 958, 1025, 1089, 
1147, 1214, 1273, 1333, 1391. 1459, 1515; medical 
inspection of schools, 51, 841, 1569 ; quackery 
and medical law reform, 51 ; volunteer medi- 
cal organization, 51; King Edward Hospital 
Fund Bill, 52. 110 ; hospital abuse, 52, 173, 289, 
345, 470, £98, 1392, 1516 ; medicine and the lay 
press, a protest, 53, 114. 176, 347 ; trypsin in 
cancer, 53, 113, , 660, 720: best way to 
remove tonsils, 53, 173, 231, 412; condition 
of eyesight required for we service, 
53; evaporation of chloroform during in- 
halation, 53; treatment of fractures, 54. 290, 
471, 600, 719; proposed union of medical 
societies, 54, 114, 412; union of the societies. 
1391; public health service of England and 
Wales, 110, 230: surgery patients, 110, 288; 
early diagnosis of exanthematous fevers, 
110: influence of feeding in the treatment 
of typhoid fever, 111; compressed drugs 
and self-drugging, 111: influence of rainy 
winds on phthisis. 111, 174, 233. 345; on 
veuous pulse, 112. 777; fashion in medi- 
cine, 113: yellow fever in Belize, 113, 233, 
841: Sir Victor Horsley, 173; the Edalji 
case, 173: preliminary laryngotomy, 175: 
hospital reform, 175, 289, 345, 470; influence 
of milk diet on arterial sclerosis, 175; odd 
man out, 176; apprenticeship system, 176: 
West African Medical Service, 231; medical 
care of the volunteer forces, 232; primary 
diphtheria of the external auditory 
eanal, 232, 290, 347. 412, 472; public 
vaccination, 232, 1094: meteorological 
conditions and enteric fever, 233; 
homoeopathy, 287, 346; cancer problems, 
288, 345 ; workers’ sanatoriums and medical 
referees, 288, 347; treatment of post-partum 
haemorrhage, 289, 470, 600 ; office of public 
vaccinator, 344, 471: professional miscon- 
duct and the law, 345; vaccination of the 
cornea, 346; Shipping Federation and the 
Workmen’s Compensation Act, 247, 599, 966 ; 
human and bovine tuberculosis, 411 ; medi- 
cine of the future, 411, 536: pulsus para- 
doxus, 412; London County Council elec- 
tion, 412: danger of the sanatorium, 471: 
domestic servants under the Workmen’s 
Compensation Act, 472: ethical aspects of 
medieal consultation, 534, 657, 718, 776, 838, 
963, 1028, 1093, 1154, 1216, 1394; new patients, 
535 ; the late Dr. Schorstein and medical 
education, 535 ; aiter-treatment of opera- 
tion cases, 535, 597, 720, 777, 965 ; possible 
source of diphtheria in schools, 536, 659, 
1094, 1153, 1276 ; Colonial Conference, 536: 
working of the Midwives Act, 537, 659; 
inadequate salaries offered to women 
medical inspectors of school children, 
537, 597; demonstration experiments on 
living animals, 596; pulmonary  tuber- 
culosis in soldiers, 598; ‘operations 
on the kidney,” 599, 658; prospects of 
medical law reform, 599; tennis elbow, 
599, 842; the Association and medical re- 
research, 657 ; hospitals and clubs, 658, 717, 
842, 907, 962 ; total enucleation of the pros- 
tate, 658, 779, 965, 1154; ‘‘ medical progress 
in Persia,” 660; membership of the Associa- 
tion, 660; concentration of preliminary 





medical studies in London. 660; Central 
Emergency Fund and South Wales dispute, 
716; University question in Ireland, 716; 
use of calcium salts as cardiac tonics in 
pneumonia and heart disease, 717, 778, 840, 
; albinism in man, 718,779; a cen- 
tenarian’s advice, 719; casting up accounts 
in connexion with malaria, 719; art of 
polite letter weiieg, 720: threatened dis- 
integration of the University of London, 
76, 838, 905, 958 (See also University, 
London); Inspectiovu of elementary school 
buildings, 779; vaccination and the L.C,C. 
elections, 780; Lancashire and Cheshire 
Branch: election to the Central Council 
of the Association, 780; medical students 
and organized gymnastic training, 780, 842 ; 
income-tax reduction, 781; rear lights on 
vehicles, 781; delayed chloroform poison- 
ing, 781; common errors in diet and 
general hygiene in children, 781; transmis- 
sion of plague, 838; Highland medical 
officers, 839; practice in South Africa, 839, 
1156, 1571 ; are pericardial adhesions of _- 
importance ? 840, 906, 1392 ; libel by flattery, 
841; the Rideal-Walker coefficient, 841; 
sleep of children in towns, 842; erratum, 
842; standard of the medical degrees of the 
University of London, 905, 960, 1026, 1091, 
1151, 1216, 1274, 1333; whole milk for 
infants, 902; Senate of the University 
of London, 960, 1091; revision of the 
draft Charter and future constitution 
of the Association, $60, 1025, 1089, 1147, 
1214, 1273; name of the Association, 962; 
local anaesthesia in the extraction of teeth, 
964 ; dirty and infectious milk, 964 ; taxation 
ani degeneration, 965; Therapeutical 
Society and the Royal Society of Medicine, 
965; an honour from the King, 966, 1395; 
Devon and Exeter Medical Benevolent 
Society. 966 ; tuberculous soil conditions (?), 
966 ; influence of an excessive meat diet on 
fertility, 1029, 1153 ; infiltration anaesthesia, 
1029, 1155 ; alleged action of chloroform on 
the heart, 1030; treatment of syphilis. 1030, 
1276; functional albuminuria in athletes, 
1030; trade of medicine, 1031; ‘* Queen’s 
Jubilee Hospital,” 1031, 1155; effects of re- 
spiration on the circulation, 1093, 1153, 1217, 
1275 ; refinement in the diagnosis of phthisis, 
1094; public and private vaccination, 1094 ; 
fees of public vaccinators, 1094, 1156; 
income tax and life assurance, 1094 ; Coven- 
try Division and Coventry Dispensary, 1094 ; 
education of medical students in England, 
1lo3; specific gravity of the blood in 
chlorosis, 1155; pharyngo-keratosis treated 
by applications of salicylic acid in sulpho- 
ricinate of soda, 1165 ; degree in medicine for 
the average London student, 1216; Dr. 
William Hunter’s statistics, 1216, 1274, 1333, 
1392; practice by companies, 1216; card 
system for the visiting list, 1217; rumina- 
tion in man, 1217; notification of live-born 
and stillborn children, 1275: climatic treat- 
ment of tuberculosis, 1275, 1335 ; Convales- 
cent Home of Addenbrooke’s Hospitai, Cam- 
bridge, 1334 ; milk supply. 1334; new Vacci- 
nation Order, 1335, arterio-sclerosis, 1392: 
another ‘form of hospital abuse, 13 
1516; a disclaimer, 1516; abnormal rise 
in the average level of the diaphragm, 
1393, 1459; morphinomania treated suc- 
cessfully with atropine and strychnine, 
1394, 1572; administration of the Midwives 
Act, 1394; modification of the radical mastoid 
operation, 1395; regeneration of nerves, 
1396, 1469; British Museum reading room, 
1396 ; congenital malaria, 1396; infant mor, 
tality, 1397; deputation to the President of 
the Board of Education, 1459; teaching of 
midwifery, 1459; acute colitis, 1459; phy- 
sicians and private home companies, 1460; 
pold advertisement, 1515; proposed insti- 
tute of medical sciences at south K¢eosing- 
ton, 1515; General Medical Councii and the 
British Medical Association, 1515: acute 
pneumonia in children, 1516; medical re- 
ferees under the new Compensation Act, 
1517; bees’ stings and rheumatism, 1517; 
union hospitals and the training of mid- 
wives, 1517; Society . of momma peer of 
London Bill (1907), 1517; teaching of hygiene 
and temperance in public elementary 
schools, 1569; Bill for the early notification 
of births, 1569; proper way to administer 
chloroform, 1569; oxygen poisoning, 1570; 
Clinical teaching and examination, 1570; 
Metropolitan Street Ambulance Association, 
1570; hospital funds and the exclusion of 
Scottish diplomates from the majority of 
London hospitals, 1571; abuse of medical 
charities, 1572; climatic treatment of disease, 
1572 ; eggs in the diet of infants, 1573 ; healing 
silence, 1573 ; referendum with regard to the 
proposed Royal Charter, 1573 ; examination 
of seamen under the new Compensation 
Act, 1573; Council election at the Royal 
College of Surgeons of England, 1574 


Cortical development (J. Shaw Bolton and 


George A. Watson), 934 


Cory, W. HowakD : Treatment of post-partum 


haemorrhage, 


Cosmetics, 1036 
Cottage hospital. See Hospital 
COTTEBILL, J. M. : Thread-worms, 540 
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Cotion-wool carrier, nasal, 942 

Cough, church, 279 

COULING, HENRY, obituary notice of. 1461 

Council, General Medica), 323, 1325, 1386, 
1445, 1:04.; Mtnutes for Year 1906, rev, 
323; 84th session, 1325; President's ad- 
dress, 1325; reciprocity with Nova 
Scotia. 1225: Apothecaries’ Hall of Dub- 
lin, 1325; clinical teaching in medicine 
and surgery, 1326; membership of the 
British Medical Association and of the 
General Medical Council, 1386; teaching 
and examination in midwifery and gynae- 
cology, 1386; new ordinances of the Uni- 
versity of Edinburgh, 1386 Education 
Committee, 1386: the Pharmacopoeia. 1385 ; 
and the Association (leading article), 1445; 
rg authority of, 1504; correspondence on, 

1515. See also SUPPLEMENT INDEX. 

Council, London County, the elections, 328, 
412, 524; and inebriates, 1387 

—. We:t Riding Couvty, the work of, 


County medical officers and district medical 
officers of health, 1162 

Courtesy call, 603, 969 

Cousins, J. WARD: Remarks on a case of 
severe compound fracture of skuil, re- 
covery, 1015; appreciation of Dr. Joseph 
Groves, 1339 

Coventry Division and Coventrg Dispensary, 
646, 764, 1079, 1034, 1261, 1265 

COWEN. GEORGE H.: Caesarean section in a 
case of contracted pelvis with twin preg- 
nancy, 189 

COWEN, GEORGE HBB: Subcutaveous in- 
jury of pancreas, operation, recovers. 1048 

Cowlk, JAMES M.: Typhoid fever simulating 
cerebro-spinal fever, 374 

Cows, tuberculous. See Tuberculous 

Cox, ALFRED : appointed J.v. for Gateshead, 
274: Charter and future Constitution of the 
Association, 1089 

Cox, Deputy Surgeon-General JOHN ANDER- 
SON, obituary notice of, 177. 786 

Craig Colony for Epileptics. 78 

Cramp in muscles of lower limb, 1283 

Cranial injury without loss of consciousness, 
severe (reported by T. J. Carey Evans), 811 

Cranial nerves. See Nerves 

CRANKE, JOHN: Achondroplasia, 11 

CRAWFORD, Lieutenant-Colonel D. G.: His- 
tory of the Indian Medical Service, 1260 

CRAWSHAW. SAMUEL: Charter and future of 
the Association, 1150 

Cream of tartar, lead and arsenic in, 1139 

Creaswte. method of rendering soluble (Dr. 
Bonnefin), 264 

Creosote, phosphite of, 1253 

Creatinin, excretion of in pseudo-hyper- 
gr muscular dystrophy (E. I. Spriggs), 


CREE, J. DovuGtas: Calcium salts in treat- 
ment of certain types of pneumonia, 1175 
Cremation in Great Britain. 42; in Massa- 
chusetts, 216: in Saxony, 285 

CRICHTON, GEORGE: Therapeutical Society 
and the Royal Society of Medicine, 965: 
— and future of the Association, 


Cripple children. See Children 
= E. O.: Albuminuria and pregnancy. 


Crorron, W. M.: Erysipelas treated hy a 
specific antiserum, 991 ; hyperemesis, 1480 
CROKER, EDWARD USSsHER, obituary notice 
of, 1400 

CROOKSHANK, F. G.: Standard of medical 
degrees of University of London. 950 

ee ee Exophthalmic goitre 
n its relations to naecolo and ob 
stetrics, 688 ” ” 

arose, 63 [peter tyres, 60 
ROUDACE, J. H., appointed J.P. for Borough 

of ee 3t - ‘ 
ROWE, H. NEVILLE: Spontaneous rupture of 
heart, 625 “ — 

Croydon, antivaccination at, 651 

Cry of the children, 1257 

CUFF, ARCHIBALD: Cases of repeated ab- 
dominal section for perforation of gastric 
ulcers, 255 

Curr, HERBERT E.: Course of Lectures on 
Medicine to Nurses, rev., 1542 

CUFFE, Sir CHARL#s : Graduate for guardiar- 
ship, 702 ; thanks for support, 788 

CULLINGWORTH, C. J. (Editor): Journal of 
Obstetrics and Gynaecology. rev., 444 

Curative serums. See Serums 

Cure for the tobacco habit. See Tobacco 

CURIE, Professor, memorial to. 397 

CuRTIS, Deputy Inspector-General GEORGE, 
obituary notice of, 786 

Curtis, H. J. : Bilharzial haematuria, causing 
papillomata of the bladder. 500 

CURTIS, JAMES GOOD, obituary notice of, 784 

Cusuny, A. R.: Evidence before Royal Com- 
— on Vivisection, 1195 ; leading article 
on, 

-. hydatid, ef neck, with cellulitis caused 

vy rupture and escape of hydatid fluid 

(Edmund C. Bevers), 136 

Cyst, ruptured pancreatic (F. W. Forbes 
Ross), 748 

Cysticercus, subretinal (L. Werner), 1453 

Cystine calenli. See Calculi - 

Cystinuria, 972 





Cystinuria with excretion of diamines, two 
cases of (F. H. Thiele), 5€3 ‘ 
Cystitis, acute, in an infant treated with 

helmitol (J. Attridge Williams), 1181 
Cystitis, catheter, and bacteria, 41 
Cysts, benign, of the long bones (R. Jones and 
D. Morgan). 933 ; 
Cysts of the pars ciliaris (A. R. Brailey). 685 
Cysts, ovarian. some complications of (G. A. 
Clarkson), 314 


Dz. 


D.P.H. in the Colonies, 1098 

DaBBs, Dr. : Post-partum haemorrhage, 540 ; 
haemorrhage from the cord, 1164 _ 

1 M. a.: Sobre Fiebre Amarilla, rev., 


Dairies and tuberculosis, 954 
Dairy farms, dairies, and milk, 592 


Daron, Staff Surgeon F. J. A: Chole- 
cystotomy, cholecystectomy, choledoch- 
ovtomy, 315 


Danger of the sanatorium, 400 

Danger to smokers, 540 

Dangers of immigration, 624 

DAREMBERG, G., obituary notice of, 537 

DARIER, A. : Lecons de Thérapeutique Oculaire, 
rev., 632; Des Nouveaux Sels d’Argent en 
Thérapeutique Oculaire, rev., 632 

Darjeeling. plague in, 1146 

DawvkKER, G. F.: West African climate, &11 

Darlaston, an unhealthy town, 168 

DARLING, J. SINGLETON: Case of cerebro- 
spinal meningit's, 433 

DaRWIN, FRANCIS, Dominated President of 
British Association for 1908, 1452 

David Lewis Epileptic Colony, annual report, 


341 

DavipDsoN. R. BARING: Recurring epistaxis in 
a girl, 55 

= A. NEWTON: Oxyuria vermicularis, 

Davirs, D. LEIGHTON: Infiltration an- 
aesthesia, 1029 

DAVIES, D. LIVINGSTONE, appointed J.P. for 
Carnarvonshire, 1501 

DAVIES, HUGHES R.: Infection of measles 
transmitted by letter, 1480 

DaviEs, J., elected member L.C.C , £80 

—— L. G.: Dystocia from encephalocele, 

DAVIOT, DENIS, obituary notice of, 537 

Davison, H. E.: Obstruction of oesophagus, 


138 

Deat in United States, census of. 1064 

Deaf and dumb. home for. See Home 

Deat and dumb. oral instruction of, 1369, 1552 

Deaf-mutes in Ruesia, 1126 

Deafness in children, 1512 

Deafness in myxoedema (W. Rous Kemp), 375; 
(Jas. W. King), 562 

Deafness after typhoid fever, 1164 

= under anaesthetic (L. Kirkby Thomas), 


Death from ethy] chloride. 1135 

Death, league against, 1143 

Death-bed advertisement 240 

Death certification, 767, 954 
Death-rate of illegitimate children, 415 
Death-rates. low, in Leeds, 168 


Death. sudden, in infants (J. Anderson 
Smith), 1533 
Deaths in 115, 


the profession abroad : 

177, 785. 146. 871, 1033, 1402: Alexander 
E. Macdonald, 115: Alonzo Garcelon, 115; 
Dr. Henrotin. 115: Alexei Jerojeff, 115; A. 
Kuchwald. 115: W. J. Herdman, 115; E. 
Hayoit, 115: Francisco de Paula Fajardo, 
115: Ferraz de Macedo. 177: Baltazar 
Unterholzner. 177: J. Borlée, 177; Frank E. 
Beckwith. 177: Henry W. Dudley, 177; Dr. 
Grempler. 405: Dr. Dupuy, 405; L. J. 
Willems. 405; J. A. Killian, 495; Dr. Katz, 
405: Dr. Pissin. 495: Franz Ritter, 405; Dr. 
Jeutzar. 405: G. A. Nivert, 786; Professor 
Roux, 78: Adulbert Tilkowsky, 786; Paul 
Krabler, 786; Dr. Thomas, 786: Alexander 
Kitter von Weismayr, 786: Michael 
Pilcicki, 785: Alessandro Petraglia, 786: 
Dr. Labeda. 786: Adolph Gad, 786; George 
Bingham, 786: Gustav Hirsch, 846 : Ottomar 
Rosenbach, 846; Dr. Labéda. 846; Peter 
Ssuschtschinski, 846: Wladyslaw Krajew- 
ski, 846: John H. Brinton, Joao 
Auguste Teixeiro. 846; Ernst Klin, 971; Dr. 
Paux, 971: Dr. Micé, 971: Ottomar Dom- 
rich, 971: Hermann von Burckhardt, 971; 
Eduard Gregr, 971: August Grissing, 1033 ; 
Proiessor Gabritschewsky, 1033: Ashbell P. 
Grinnell, 1033 : Hugo Magnus, 1033; William 
C. Glasgow, 1033: Johann Nossiloff, 1402: 
Charles Féré, 1402: Hugo Beckmann, 1402 ; 
José Peon y Contreras, 1402; Dr. Van 
Stappen, 1402 

Death vacancy, introductions in, 843 

Deaths of railway servants from accidents, 


Deaths after vaccination, 763 
Debt of medicine to Ireland, 170 
= of surgery to Lister (leading article), 





Defamatory statements, 723 

Degeneration, alcoholism and, 1140 

Degenerates, sterilization of certain. 
Sterilization ; 

Degeneration and taxation. See Taxation 

Degrees in medicine for London. See Uni- 
versity : 

Delaware, Christian Science in 760 

ow and disease (leading article), 
1264 


See 


Demonstration experiments on living 
animals, 596 

DENEKE, Dr.: Die Neubauten des allgemeinen 
Krankenhauses St. Georg, Hamburg, 39 

DENNEssS, Dr. : Case of placenta praevia, 604 

DENSHAM, WALTER ARNOLD, death of, 1451 


Dental operations, anaesthesia in (W. Guy), 
148 


1 

Dentist and his title, 782 

Dentists’ Register, rev.. 876 

Dentures, artificial, 912, 971 ; ; 

Derbyshire. notes from, 1087; isolation hos- 
pitals, 1087 

Derseeeee, review of books on, 755 

Derwoids, bilateral ovarian (Malcolm Camp- 
bell), 1184 

Descemet's membrane, rupture of (George 
Coats), 1 

De Schweinitz. See Schweinitz 

Desprks, A.: Dictionnaire de Médccine et de 
Thérapeutique Médicale et Chirwrgicale, rev., 
876 


Desquamation after scarlet fever (F. G. 
Haworth), 1362 ; note on, 1580 

Devonport, small-pox at, 1144 

Devonshire, Midwives Act in, 641 _ 

DEWAR. THOMAS W.: Lupus vulgaris of long- 
standing. iodoform injections, rapid re 
covery, 743 mes : 

Dewsbury, workhouse administration at, 
1565 


56 = 

Diabetes, laevulose in, 239; a nostrum for, 
240: Rhine wine as a beverage in, 912 

Diabetic, case of scurvy occurring in 2 (W. E. 
Jones), 197 

Diabetic foods, 120 . 

Diaphragm and the circulation (T. Stacey 
Wilsou), 978 : correspondence on, 1333, 1459 

Diaries. review of. 148 

Diarrhoea, infantile, €02 

Diarrhoea, summer, house fly as a cause of, 
956; in Liverpool, 1564 _ 

DICKENS, CHARLES, memorial to, 18) 

Dichotomy in France, 822 | 

Dick, J. STAVELEY: Medicine of the future, 


41 ; 
Dick1E, WM. S.: Motor car, cost of running, 
1100 


DICKINSON, VINCENT : Pathological aspects of 
old age, 144 : : 

Dickinson. W. G.: Council election at the 
Royal College of Surgeons of England, 
1574 


Dictionaries. review of, 101, 148 

Dictionary, New English, medical terms in, 101 

Diet, errors ofin children. See Children 

Diet, review of books on, 503 bg: 

Diet, relation of to thyroid activity (A. 
Dingwall Fordyce), 619 

Diet, effects of on the development and 
structure of the uterus (Malcolm Campbell), 
1229 

Dietetics, popular (Eustace Miles on), 42: 
review of books on, 208; books on, 1403 

Diethyl-barbituric acid (diethyl-malonyl- 
urea), 1063 . 

Digestive diseases, review of books on, 1187. 

DimmMock, A. F.: Vemonstration of the uric- 
meter, 440 

Dinas Powis, health report of, 956 

Dinic. Kosta, death of, 397 

Diphtheria at Birminham, 108 

Diphtheria, diagnosis of, 714 

Diphtheria of the external auditory canal 
(J. Galbraith Connal), 139, 290; correspon- 
dence on, 232, 347, 412, 472 orn 

Diphtheria antitoxin, free in Mlinois, 1302 

Diphtheria, bronchial, case of (G. E. Bellamy), 


1537 
Diphtheria in schools, possible source of, 
536, 659, 1094, 1153, 1276 ’ 
Diphtheroid bacillus (W. 8. Harrison), 687 
ne identification and classification of, 
1 


9 
Directory, City of London, rev., 1000 
—? to the Metropolitan Charities, Yev.» 
1 


Dirty and infectious milk. See Milk . 

= and demonology (leading article), 
1 

Disease, prevention of in an Indian tea 
district, 523 

Diseases of gouty origin, 
(Chalmers Watson), 377 

Diseases, nomenclature of, 221 

Disclaimers, 662 

Disinfectants, standardization of, 99; ques- 
tions in Parliament, 10 

Disinfecting machine, the motor as 8. 164 

Disinfection of dress materials and books, 
regulations for in Austria, 110 al 

Dispensary. Birmingham General, annu 
report, 592 

Dispensary, Cardiff, 1457 Re Fl 

Dispensary. Coventry, Coventry Division ane, 
6’6, 764, 1079, 1094, 1261, 1265 

Dispensary doctors, salaries of, 594, 1454 
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Dispensary, Leeds Public, 50, 839, 1271 ; post- 
prover te study at, 899, 1565; new Ae of, 


1271 : : 
Dispensary, proposed tuberculosis for Belfast, 
12:2 


Dispensaries, Provident, of London, 1202 
Dissensions among antivaccinators, 1014 
District medical orficers. See Medical ! 
Piverticula of small intestine, multiple in- 
ternal (invaginations ”) (A.A. Scot Skirving), 


. of oesophagus (Bilton Pollard), 
1039 


DoBIE, ROBERTSON: Forceps delivery in 
occipito-posterior presentation, 428 

Dockyards, lead poisoning at, 1085 

ine: title of, and multiple doorplates, 
1 


Doctor and magistrate, 40 

Doctor amputates his own arm, 04 

Doctors, coloured, in America, 1084 

Doctors, itinerant, 707 

Doctors, old Missouri, 1014 

Doctors, streets named after, 1€5, 223 

Doctors and, the suppression of the duel, 


Doctors’ water-rate, 1561 

Doctrine of pre-existence,. 1404 ; 

Dopp, J. THEODORE: Working of the Mid- 
wives Act, 701 

DOERR, KOBERT VON: Das Disenterietozin, 
rev., 1306 

Dogs in workhouse infirmaries, 1035 

DOLAN., Mrs., death of, 329 

Domestic fowls, spirillosis of (M. Foster 
Reaney), 1118 

Domestic pets, conveyance of infectious dis- 
eases by, 520 

Domestic physicking, 848 

Domestic servants under the Workmen’s 
Compensation Act. See Act 

DON, ALEXANDER: Cost of motor and car- 
riage, 120; case of tuberculous meningitis 
in a boy treated with tuberculin, recovery, 
recurrence, and death, 1360 

DONALD, ARCHIBALD : Chronic metritis. 142 

DONALD, JOHN Q.: Morphinomaaia success- 
— treated with atropine and strychnine, 


DONALDSON, Dr.: Ectopic coexisting with 
uterine pregnancy, 440 

DOOLEy, Lieutenant - Colonel 
FRANCIS, Obituary notice of, 474 

Doorplate on chemist’s shop, 6C3 

Doorplates, multiple, 1398 

DorTEeR, CH.: Serum treatment of bacillary 
dysentery, 953 

DORAN, AIBAN: After-history of a case of 
fibroid of bro. ligament, 68); malignant 

nee po) 7 1123 
ORBECK, J r.: History of Plague Epi ics 7 
a y of gue Epidemics in 

DORKING, C. H.: Late Dr. Schorstein and 
medical education, 539 

DORLAND, W. A. NEWMAN: Illustrated Medical 
Dictionary, rev., 148 

Douche standard, aseptic, 1126 

DOUGLAS, CARSTAIRS: Improved cliovical 
method for the estimation of the factors of 
gastric acidity, 20 

DOUGLASs, BEAMANN: Nasal Sinus Surgery, 
with Operations on Nose and Throat, rev., 875 

Douglas's pouch, retroperitoneal sarcoma of 
oo Walters and I. Walker Hall), 


GEORGE 


= ALEXANDER, death of (leading article), 
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polilan Exhibition, 975 ne 
OYLE, ARTHUR CONAN : The Edalji case, 173 

Dracontiasis, etiology and propioinats p! 
=. T. Leiper), 129; correspondence on, 


Drait Charter. See Association, Charter 
—* LOVELL: Hospitals and clubs, 717, 


Drainage at Kingston Barracks, 1387 
ole meant ee at, 954 
CHFELD, Dr. JULIUS: Diagnosis and 
treatment of acute appendicisis : 
p obituary otice of, —ee 
w, H. V.: fentrifixation of uterus, 1 4 
.<— Mr.: Habitual dislocation of A 


Drink proof, 1507 
Driuk trattic in Liverpool, 49 
Deen watEn, - : Rong Nursing, rev., 1£42 
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970: note on, 1019 ; poem on 1138 ee 
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DucaT, ARTHUR D.: The new Vaccination 
Order, 1336 

DuCROQUET, C.: Traité de Thérapeutique Ortho- 
pédique, rev., 1061 

DUDFIELD, REGINALD, represents Society of 
Medical Officers of Health on Registration 
oe for Registration of Plumbers, 


00: 
a GEORGE F.: History of medicine, 


Duel, doctors and the suppression of, 1561 

DUKE, ALEXANDER : Best way to remove ton- 
sils, 120; treatment of post-partum haemor- 
rhage, 290; remedy for hospital abuse, 26 ; 
perils of sterilization, 1224 

DUKE, Lieutenant-Colonel J.: Treatment of 
sciatica, 1344 

DumaT, H. AYLMER: Treatment of vomiting 
of pregnancy, 684 

Dumbarton, sewage at, 15€3 

DUNHILL, THOMAS P.: Functional albumin- 
uria in athletes, 1030 

DunNN, LILuIE E., presentation to, 34 

Dunoon seaside homes, 1514 

Duodenal ulcer. See Ulcer 

DURET. H_ : Les Tumeurs dé l’Encéphale Mani- 
festations et Chirurgie, rev., 1124 

Durhain, notes from, 957, 1512; colliery 
cottages, 957 : election of coroner, 1512 

Dust and dresses, 648 

Duties of workhouse medical officer's, 1156 

DvuTTON, THOMAS : First aid to wounded and 
sick in London streets, 1404 

DUVAL, MATHIAS, obituary notice of, 786 

Dysentery, bacillary, serum treatment of, 
958 


Dysentery, review of books on, 1306 
Dysostosis, «leido-cranial (J. Hill Abram), 687 
Dystocia from encephalocele (L. G. Davies), 


Dystrophy, excretion of creatinin in pseudo- 
hypertrophic muscular (E. I. Spriggs), 564 


E. 


“ FE. M.I.,” next expedition of, 1130, 1554 

EaGER, RICHARD: Case of extreme hydro- 
cephalus, 1303 

Ear diseaseand the navy, 1283 

Ear, middle. suppurative disease of (Garry 
Simpson), 629 

EARDLEY-WILMOT, R, appointed J.P. for 
county of Warwick, 156 

Earthquake in Jamaica. See Jamaica 


Fund, 664 
Eating and over-eating, review of books on, 


1186 

Ebbw Vale dispute, 224; sanitation of, 1213 

ERSTEIN, WILHELM: Die Natur und Behand- 
lung der Gicht, rev., 265 

Eccles, reduction of infant mortality in, 48 

Eclampsia, puerperal, epilepsy and (Kobert 
Jardine), 1184 

Eclamptic patient, chart showing diagram- 
matically the dates and occurrences during 
ae years in the life of an (Spencer Sheill), 
1 


Eclectic treatment of lupus vulgaris (J. 
Goodwin Tomkinson), 16835 

Economic biology, 222 

Economic problems in the practice of medi- 
cine, 42 

Ectopic gestation. See Gestation 

Eczema, treatment of (Henry Waldo), 494 

Edalji case, 165, 173, 788; correspondence on, 
173; a protest, 788 

Eddy, Mother, the gospel of health, 154. See 
also Christian Science 

Edinburgh, vagrants in, 95; post-graduate 
courses at, 106, 1022, 1270; health of in 1£06, 
118; appointment of School Board medical 
officer, 465: Harveian festival, 1329; research 
work in, 1388 


Edioburgh and Glasgow Medical Club, 
annual dinner, 1388 
Edinburgh Medical Graduates’ Club, in 


Sheffield, 4C8 
Edinburgh Royal Infirmary. See Infirmary 
Edinburgh University. See University 
EDINGTON, Dr.: Influenzal cerebro-spinal 
meningitis, 1120 
EDRIDGE-GREEN, Dr. : Colour vision, 1366 
Education Board. See Board 
Education. medical. See Medical 
Eggs in the diet of infants (W. Midelton), 
02; (T. Clifford Last), 1573 
Egypt, plague in, 94, 1075; mummification in, 
ae lunacy io, 710; Lord Cromer’s report, 


7 
Ehriich’s amboceptor theory, 1500 
Eldwick Sanatorium. See Sanatorium 
Electrical centrifuge. See Centrifuge 
Electricity, review of books on, 267, 381, 939 
Elephantiasis caused by chronic peritonitis 
_(Julius Bernstein and Frederick W. Price), 


617 

ELIOT, President, on the medical education 
of the public, 279 

ELKINGTON, J. 8. C., on school hygiene, 531 

ELvioiwr, G : Public Health Acts and_other 
Sanitary Laws and Regulations, rev., 1 

E.tuiotr, M.: Public Health Acts and other 
Sanitary Laws and Regulations, rev., 1 

El Salvador, sanitation in, 163 ; 
mbolism of cerebral, mesenteric, and 





fomewal arteries, coincident (T. R. Rodger), 


Embryology, review of books on, 756 

Emergency call, 295 

EMERSON, CHARLES PHILLIPS: Clinical Dia- 
gnosis, rev., 207 

EMERY, W. D’ESTE: Opsonic indices, 496; 
precocious obesity and hirsuties, 1183 

EmMeéT, THOMAS ADDIS, made Knight Com- 
mander of Order of St. Gregory the Great, 


6 

Employers’ Liability Act. See Act 

Empyema, three unusual cases of (W. B. 
Warrington), 1057 

Empyema, case of, with remarkable leuco- 
cytosis (reported by E. L. Bunting), 1182 

Empyema of antrum, spontaneous cure of 
(Dr. Lamb). 625 

Encephalocele, dystocia for (L. G. Davies), 1479 

ind of a conflict. 764 

Endocarditis, influenzal, case of (T. J. Horder), 


143 

Endotheliomata, diagnosis of (W. S. Lazarus- 
Barlow), 628 

Encephalitis chiefly affecting the mid-brain 
(Reginald Miller), 1056 

Enema syringe, sterilizable, 1063 

England, origin of meat consumed in, 1144 

England and Wales, public health service of. 
See Public Health 

English Factories in India, 1074 

—e Yearbook and Directory, rev., 


4 

* Enquire Within,” the Nurses’, rev., 208 

Enoterospasm, case of (E. Oliver Ashe), 483 

* Enterospasm” caused by lead poisoning 
(Horace R. Wilson), 1054 

Enucleation of prostate. See Prostate 

EPAULARD, Dr.: A medical officer and his 
arms, 9£0 

Epidemic sickness, closing of schools on 
account of, 

Epididymis, columnar carcinoma of (Francis 
Colby) 199 

Epileptic Colony, the Lingfield, 1316; the 
Maghull, 1511 

Epileptics, Craig Colony for, 78 

Epilepsy, focal, surgical treatment of (Damer 
Harrisson), 318 

Epilepsy and arterial dilatation, ligature of 
common carotid for (Rushton Parker), 1477 

Epilepsy and puerperal eclampsia (Professor 
Jardine), 1 

Epilepsy, review of books on, 1427 

Epistaxis, recurring, in a girl (R. Baring 
Davidson), 562 

Epistaxis and influenza(H. Swarbrick Brown), 
314; (J. Pugh-Jones), 562 ; (J. E. Turnby), 562 

Epistaxis and salicylism (E. Leach), 931 

tpithelioma, chorion (H. T. Hicks), 1482 

Epithelioma of larynx 1n a young man (Harold 
Barwell), 1236 

Epithelioma of lower lip (Mr. Gamgee), 497. 
See also Cancer 

Erb, Wilhelm, retirement of, and honour con- 
ferred upon, 1040 

Erfurt, municipal authorities decide to estab- 
lish dental clinic for the school children, 


642 . 
Erratum, 120, 815, 842, 1036, 1164, 1464 _ 
Erysipelas treated by a specific antiserum 
(W. M. Crofton), 991 
ee and tubercle (C. B. Whitehead), 


Esmarch, Professor von, 84th birthday of, 224 
kssex, training of midwives in, 1317 

Estate duty, 787 

ETcHEs, W.R.: Sleep of children in towns, 


Ethical aspects of medical consultation. See 
Medical 

Ethics of consultation, 843, 1220 

Ethmoidal disease, posterior, caused by 
foreign body (J. Stoddart Barr), 1364 

Ethol, 444 . : 

Ethyl] chloride, administration of (L. Kirkby 
Thomas), 623 

Ethyl] chloride, death from, 1135 7 

Ethyl chloride, points in connexion with 
(Z. Mennell), 630 

Eucaine, new syringe for, 1542 

EVANS, ARTHUR: Surgery of warfare and 
catastrophe, 749 

EVANS, ARTHUR J.: Experiences during the 
recent earthquake in Jamaica, 34 

Evans, E. D.: Charter and future of the 
Association, 1151 

Evans, G. W.: Motor cycles, 1464 

Evan, H. Muir: Poisoned spices of the 
weever fish, 73 

Evans, J. JAMESON: Lacrymal sac in the 
economy of vision, 419 

Evans, T. J. CARBY, reports case of severe 
crapial injury without loss of couscious- 
ness, 811 : 

Evaporation of chloroform.’ See Chloroform 

Evatt, GEORGE J. H.: Medical care of the 
volunteer forces, 232 ; medical students and 
organized gymnastic training, 7&0 

Eve, FREDERIC: Some operations for re- 
moval of malignant growths from the naso- 
pharynx, 485, 500 ; pathology and treatment 
of tumours of the jaws, 15 

EVERETT, W., reports case of ulcer of duo- 
denum, perforation, no leakage, 495 

EVERKE: Post-mortem Caesarean section, 521 
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EwaARrT, WILLIAM: Use of calcium salts as 
cardiac tonics in pneumonia and heart 
disease. 778, 908; present position of the 
treatment of tuberculosis by marine cli- 
mates, 986, 994; abnormal rise in average 
level of diaphragm, 1459 


Examination fetish, medical education and 


aang E. Shaw), 578 ; leading article on, 


Example andan appeal (leading article), 703 
Exanthematous fevers. Sce Fevers 
Excursions, medical. See Medical 

Exeter meeting. 1403. See Association 
Ex-locum tenens and police-court fee, 295 
Exmouth, Viscount, note on, 1008 
Exophthalmic goitre. See Goitre 

at Seneca pulsating (A. Nimmo Walker), 


Experiments on living animals. Sce Vivi- 
section 

Exposition, International Balneological, 1301 

External auditory canal. See Auditory 

Extra-systole (W. T. Ritchie), 1122 

Exhumation of bodies in New South Wales, 


1538 

Ex-votos in Constantinople, 533 

Eye, effects of steel foreign body in (A. 
Stanford Morton), 438; tuberculosis of 
(Waren Tay), 438 

Eye, syphilitic affections of (Sydney Stephen- 
son), 13€6 

Eyeball, tubercle of (Simeon Snell), 317 

Eyes, paralysis of vertical movements of 
(Ludford poe ond 438 

Eyes of invertebrates (Leslie Buchanan), 1366 

Eyesight, conditions of required for the 
military service, 53 

Eyesight of school children, 1558 

EyLes, C H.: Yellow fever at Belize, 113, 841 

EyrEs, HuGH; Motoring for country prac- 
titioners, 971 


F. 


Factories and workshops, insanitation in 
metropolitan, 832 

Factory conditions in India, 45 

Factory Girls’ Holiday Fund. See Fund 

Factory inspectors and lead poisoning, 1017 

FaGGE, C. H.: Carcinoma of jejunum, resec- 
tion of jejunum and colon, 262: carcinoma 
of jejunum involving colon, 499; question 
of fees, 1282 

FAGGE, FREDERICK T.: Early diagnosis of 
exanthematous fevers, 110; apprentice- 

_. ship question, 604 

Failure and success, 1021 

FAIRBAIRN, J. 8. (Editor) : Journal of Obstetrics 
and Gynaecology, rev., 444 

Family care of insane. See Insane 

Family diseases, review of books on, 997 

5 EDWARD ASHBY, obituary notice of, 


FARMER, JOHN, obituary notice of, 238 
FARNAN, Dr., for Professor MCWEENEY: 
Uncinaria duodenalis from St. Vincent, 


ass 

FARNCOMBE, EDGAR LEONARD, obituary 
notice of, 661 

Fashion in medicine. See Medicine 

Fashion and a (leading article), 1319 

FAYRER, Sir JOSEPH, obituary notice of, 1277; 
appreciations of, 1339 

FAZAN, Mr., gains scholarship at Oxford, 274 

Fee, district medical officer’s, for attendance 
on patient at common lodging-house, 473 

Fee, poseecoutt, ex-locum tenens and, 295 

Feeble-minded, Lancashire and Cheshire 
Society for the Permanent Care of, 341 

Feeble-minded in New South Wales, 1509 

Feeble-minded, Royal Commission on Care 
and Control of, 237 

Feeding of children. See Children 

Feeding in typhoid. See Fever, Enteric 

Fees of anaesthetist, 723, 1342 

Fees, big, 102, 386: in America, 286 

Fees for certification of pauper lunatics, 473 

Fees from hospital patients, 295 

Fees, inquest, medical officers of workhouse 
infirmaries and, 57 

Fees, inquest, at Poor-law ivfirmaries, 1£23 

Fees, medical, at inquests, 1574 

Fees, medical, coroner and, 1342 

Fees, medical, guardians and, 1463 

Fees, medical, in Germany, 95; in Berlin. 
533 ; raising of in Austria, 656 

Fees to medical officers in Poor-law institu- 
tions when an inquest is held, 1100 

Fees of medical witnesses, 474, 1574; at 
coroner’s court in Ireland, 474 

Fees, midwifery, 475 

Fees, notification, 1398, 1523 

Fees, public vaccinators’, 1018, 1094, 1156 

Fees, a question of, 1282 

Fees, Strassburg doctors’, 682 

Feet, giant growth of (H. H. Clutton), 748 

FELKIN, H. G.: Value of complete vocal rest 
as an aid to recovery from laryngeal tuber- 
culosis and allied conditions during sana- 
torium treatment, 1421 

Female students in Berlin, 230 


‘Femoral hernia. See Hernia 


Fenning’s children’s soothing powders, 540 

FENWICK, P, CLENNELL: Diseases of the 
Urethra, rev.. 693 

Fert, CHARLES, obituary notice of, 1281 





FERGUSON, HAIG: Nephrotomy and. preg- 
nancy, 

FERGUSON, JOHN: Pathology, General and 
Special, rev., 1307 mie 

FERGUSON, J. M. : The new Vaccination Order, 


Fertility, influence of excessive meat diet on 
(B. P. Watson), 193; correspondence on, 
1029, 1153 

Fever, ‘“‘ blackwater,” in Sierra Leone (H. W. 
Grattan), 687; in India. 714; third factor in 
the etiology of (W. J. Buchanan), 990 

Fever, cerebro-spinal (Jeading article on), 
518; in Belfast, 170. 284, 379, 391, 523, 771, 
1390 ; in Glasgow, 336. 461, 643: in Scotland, 
337. 406. 523, 901, 946, 1088, 1146, 1211, 1270, 1329, 
1389, 1456, 1513, 1666; in England generally, 
523. 579, 655, 702, 823: in Berlin,715 ; in India, 
1140; in Vienna, 1147 ; questions in Parlia- 
ment, 464, 709 

Fever, cerebro-spinal, meeting of medical 
officers of health to discuss epidemic of, 
579 


Fever, cerebro-spinal. acute (John Thomson 
and Stuart McDonald), 378 

Fever, cerebro-spinal, of the apoplectic type, 
with hyperpyrexia (reported by Howard F, 
Warner), 

Fever, cerebro-spinal, bananas and. 460 

Fever, cerebro-spinal, case of (J. Singleton 
Darling and W. James Wilson), 433; (Dr. 
Harvey), 871; (George Peacocke), 994; (C. 
Rundle and W. S. Williams), 1184 

Fever, cerebro-spinal, cases of fulminating 
(reported by Ernest H. M. Milligan), 1537 

Fever, cerebro-spinal, discussion on (Gardner 
— and others), 1120; (Purves Stewart), 


Fever, cerebro-spinal, experimental investi- 
gation of (leading article), i137 

Fever, cerebro-spinal, history of, 387 

Fever, cerebro-spinal, influenzal (Dr. Eding- 
ton), 1120 

Fever, cerebro-spinal, cultivation of the 
meningococcus in the present epideiic of 
in Belfast (Wm. St. Clair Symmers and W. 
James Wilson), 1477 

Fever, cerebro-spinal, post-mortem appear- 
ances in (W. St. Clair Symmers), 391 

Fever, cerebro-spinal, simulated by typhoid 
fever (James M. Cowie), 374 

Fever, cerebro-spinal, treated by lumbar 
puncture and vaccine injections (Hector 
Mackenzie), 1407 

Fever, cerebro-spinal. and vaccination, 525 

Fever, enteric, agglutination test for at com- 
mencement, 172 

Fever, enteric, anomalous, epidemic in South 
Wales, 242 

Fever, enteric, diagnosis of in the absence of 
agglutination (T. J. Horder), 143 

Fever, enteric, deafness after, 1164 

Fever, enteric, influence of feeding in treat- 
ment of, 111 

Fever, enteric, meteorological conditions 
and, 233. 

Fever, enteric, operations during (W. Thel- 
wall Thomas), 81 

Fever, enteric, from oysters (Professor 
—- 469, 1214; report of commission, 


Fever, enteric, pneumonia, pericarditis, and 
haemorrhagic pleural effusion (Francis 
Hawkins), 378 

= enteric, relapses in (H. C. Hamilton), 


Fever, enteric, review of books on, 874 

Fever, enteric, simulating cerebro-spinal 
fever (James M. Cowie), 374 

Fever, enteric, treatment of (Knyvett Gor- 
don), 565 — 

Fever, enteric, Widal’s reaction after (H. 
French and M. Louisson), 1183 

Fever, enteric, at Fleetwood Camp, 525; at 
Pontypool, 774; at Gorseinon, 774; in Cork 
District Asylum, 902 

Fever, Malta, goat’s milk and, 895, 1082 

Fever. puerperal, antistreptococcic serum in 
(E. W. Smyth), 495 

Fever, relapsing, spirochaetes of (W. B. 
Leishman), 686 ; Professor Uhlenhuth and 
Dr. Haendel, 1560 

Fever, scarlet, desquamation after (F. G. 
Haworth), 1362; correspondence on, 1524, 1580 

Fever, . scarlet, incubation of (E. Lynn 
Jenkins), 199; (H. Lyon Sm‘th), 314; (Adam 
Moss), 314 

Fever, scarlet, and milk, 1522 

Fever, scarlet, at St. Andrews, 46; at Birming- 
ham, 108 

Fever, seven-day, simulating dengue (Leonard 

‘ eg Lg . 
ever. tick, observations on the spirochaetes 
of (W. B. Leishman), 686 . 

Fever, typhus, at Oughterard, 769, 1018 

Fever, yellow, in Belize, 113, 233, 841: in the 
chimpanzee (H. Wolferstan Thomas), 138; 
review of books on, 147 

i exanthematous, early diagnosis of, 


Fibroid of broad ligament, after-history of a 
me o (Alban ot ua 68! 
roids, cervica sterectomy f Se 
Haultain), 437° theo Niggg 
Fibroids and pregnancy (N. T. Brewis), 80 
Fibroids in pregnancy, hysterectomy for (Dr. 


. Barbour), 438 





—s in treatment of locomotor ataxy, 

icoons, sores 1 (N. B. Odgers), 1236 
ibroma, retropharyngeal (N. B. Odgers), 

Field stretcher as a hammock, 444 

FIELDER: Second German Course for Science 
Students, rev., 876 

Filaria in birds (F. Wyville Thomson), 17 

=" implantation (Laurie McGavin), 933, 


F1iNCH-HUDSON, T. S.: Motor tyres, 60° 
Finger-nail exfoliation, 1524 
i Major: Shakespeare’s “insane root,” 


FINLAY, ARCHIBALD: Shipping Federation 
and Workmen’s Compensation Act, 599 

FINLAYSON, JAMES, memorial to, 284, 1388 

Finny, J. MAGEE: Maniacal chorea, 976 ; ap- 
preciation of Edward Haliaran Bennett, 1576 

First aid to wounded and sick in the London 
streets, 1404 

First lady doctor, 952 

FISCHER, M. H.: Physical Chemistry in the 
Service of Medicine, rev., 998 

Fish manure, odour of, 59 

Fish preparations, dry, 694 

FISHER, J. HERBERT: Proposed Institute of 
Medical Sciences at South Kensington, 1515 

FISHER, THEODORE: Thread worms, 476; are 

= adhesions of great importance ? 
4 .] 

Fistula, recto-vesical, traumatic (H. Temple 
Mursell), 126 

Fistula, ligation cf renal vessels for cure of 
ce, urinary renal (Major M. P, Holt), 
13 


Fistula, uretero-vs ; oes transplantation of 
— into bladder for (E. Percy Paton), 
1 


Fleas and plague in Hong Kong, 172 

Fleetwood Camp, enteric fever at, 525 

FLEMING, ROBERT A.: Short Practice of 
Medicine, rev., 1541 

FLETCHER, H. MORLEY: Idiopathic dilatation 
of rectum and colon as far as the hepatic 
flexure, 370, 379 : 

FLEXNER, SIMON: Experimental investiga- 
tion of cerebro-spinal fever, 1137 

Fly. house, as a cause of summer diarrhoea, 


Focal epilepsy. See Epilepsy 
FoLey, C. H.: Tuberculous soil conditions (?), 


Food adulteration. See Adulteration 

Food factor in the twentieth century (George 
J. Sealy), 194 ; 

Food poisoning at Wigan, 1087 

Food, preservatives in, 1016 

rood imports, inspection of, 228 

Foot binding, 1143 

For the Quiet Hour, rev., 25 

— ROBERT THOMAS, obituary notice of, 
4 


Forceps in abdominal cavity for 105 years 
(J. E. Fergusson Stewart), 313 ; note on, 1141 

Forceps, modified artery, 87 

Forceps, deep abscess, 1488; 

Forceps delivery, remarks on (J. Wherry 
Willson), 812 . 

Forceps delivery in occipito-posterior pre- 
sentation (Robertson Dobie), 438 

Forceps, new, for gastro-enterostomy and 
entero-anastomy, 1488 

Forceps, cut tendon, 1000 

Forceps for enterc-inastomosis, 1543 

Forceps, *‘finger-grip,” 1543 

FoRDYCE, A. DINGWALL: Relation of diet to 
thyroid activity, 619 

Foreign body in lung (reported by J. T. 
Moore), 315; in large intestine (reported by 
J. T. Moore), 376; in eye, effects of steel (A. 
Stanford Morton), 438: in the appendix 
(F. J. W. Porter), 495; in appendix abscess 
(William Sheen), 867; (W. Percy Blumer), 
1119; in the bronchi (F. W. Price), 1305; 
causing posterior ethmoidal disease (J. 
Stoddart Barr), 1,364 

Foreign doctors in Japan, 1135 : 

— students in German universities, 
1 


FOREL, AUGUSTE: L’Ame et le Systeme Nerveux 
(leading article on), 891 

ForMAN, E. B., elected member of the Londo 
County Council, 580 

Formates in medicine, 879 

FORSTER, OTFRID; Die Kontrakturen bei den 
Erkrankungen der Pyromidenbahn, rev., 1242 

ForsyTH, DAVID: Fatal case of myxoedema@ 
with changes in the pe glands 
141; observations on the parathyroids an 
accessory thyroids in man, 372, 438; struc- 
ture and secretion of the parathyroid 
glands in man, 1177; thyroid glands and 
gout, 1424; referred pain and its diagnostic 
value, 1469 

ForsytTH, J. A. CAIRNS: Early specimen of 
total enucleation of prostate removed by 
the late Mr. McGill, 1111 

Fortnightly returns by medical officers. See 
Medical officers ‘ 

FOSTER, Sir MICHABL, death of, 281 ; obituary 
notice of, 349; a correction, 474; life and 
scientific work of, 880 . : 

FOTHERGILL, E. ROWLAND: King Edward > 
Hospital Fund Bill, 52; referendum wit 
regard to the proposed Royal Charter, 1573 

FOTHERGILL, W. E : Treatment of post-partum 
haemorrhage, 289 
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FOuRNIER, ALFRED: Treatment and Prophy- 
laxis of Syphilis, rev., 693 Os 

iat neg Professor: On syphilis and mar- 

iage, : 

wowsEs, O. H., presentation to, 397 

FowLeER, RUSSELLS. : The Operating Room and 
the Patient, rev., 1061 aes 

Fox, H. CLAYTON : Best way to remove tonsils, 


racture of lacrymal bone with perforation 
lacrymal rooting Marsh Beadnell), 1054 
Fracture of fifth metatarsal bone (George H. 
Graham), 16 
Fracture of skull, severe compound (W. P. 
M‘Eldowney and J. Ward Cousins), 1045 
Fractures of base of skull (Anthony Bowlby), 
12 


1 : 
Fractures, massage and movement in (C. W. 
Cathcart), 1481 : 
Fractures of the odontoid process of the axis 
(E. M. Corner), 1183 

Fractures, operative treatment of (W. Arbuth- 
not Lane), 1037 

Fractures, treatment of, correspondence on, 
54, 290, 471, 600, 719 f 

Fractures, treatment of recent (W. Watson 
Cheyne), 1 . 

FRAENKEI, BERNHARD, 70th birthday of. 270 

FRANCAIS, HENRI : Del’ Apepsie, rev., 503 | 

FRANGAIS, RAYMOND: Elude Clinique et Traite- 
ment de la Lithiase du Cholédoque, rev., 938 

France: Prevention of juvenile smoking in, 
95; vital statistics for 1905, 172; compulsory 
notification of disease in, 281; surgeon's 
apprentices in the 18th century in, 385 ; 
notification of tuberculosis in, 706; popula- 
tion of, 898: income-tax and the medical 
profession in, 1013; medical students in, 

. 1084; organisation of consultation for in- 
fants, 1089. See also French. p 

FRASER, J. 8.: Naso-pharyngeal infection by 
the meningococcus, 1481 

FRASER, Sir THOMAS, D.Sc. of Cambridge con- 
ferred upon, 1451, 1514 

Free experiment, 1015 

FREETH, H.: Pythogenic pneumonia, 17 

FREMANTLE, FRANCIS: Colonial conference, 


= A. C. L. LA: Rumination in man, 


French army, health of in 1904, 969 

French Chamber of Deputies urges creation 
of special chair of clinical instruction for 
midwives, 95 ; and the war against absinthe 
149 ; and the campaign against alcoholism, 
165, 355. See also France 

French Congo, sleeping sickness in, 1059 

French doctors, professional earnings of, 


French East Africa, sleeping sickness in, 402 

French hospitals. See Hospitals 

French Practitioners’ Congress. 
gress 

Frenchman, greatest of the last century, 99 

FRENCH, HERBERT: Cheyne-Stokes respira- 
tion, 80; opsonins and their utility in 
practical medicine, 256 

FRENCH, H. ; Widal’s reaction after typhoid 
fever, 1183 

FRENCH, KONALD E.: Influence of anti- 
rs serum on the opsonic index, 


See Con- 


Frenkel’s treatment of ataxia, 1164 
FREYER, P. J.: Clinical Lectures on Enlarge- 
ment of the Prostate, rev., 146 ; total enuclea- 
tion of prostate for radical cure of enlarge- 
ment of that organ, 551 
FRIEDENWALD, JULIUS: Diet in Health and 
Disease, rev., 503 
FRIEDRICH, E.: Die Seereisen zu Heil und 
. eri mig nt 816 
reidreich’s ataxy, five c . Wardr 
Grifith). 641 y. e cases of (T. Wardrop 
Friendly societies and bonesetters, 1521 
Friendly societies in Australia, 45, 1019 
FROHSE, F Ritz: Atlas of Typical Operations in 
Surgery, rev., 145 
Li sinus ee calipers, 634 
ron sinusitis, thre 
Woous) te e cases of (Robert H. 
RY, J. FARRANT: Appreciati @ 
Markham Skerritt, 1160 ee ae 
ry ? Royal Guide to the London Charities, rev., 


FUCHS, WOLFRAM C., death of, 1210 
eo tt pn Soe and tem- 
"e 1 ubdlic clementa m4 3 

Funchal, smail-pox in, 1324 vdenmmpiaes 

Functional albuminuria. See Albuminuria 

| Seeneir som < (Dr. Sawyer), 868 
unctions of food in y yiew 

— books op, a the body, review of 
nd, British Medical Be 

. ws ide, 1, a nevolent, 90, 516, 641, 
und, British Medical Benevolent Socicty of 
Ireland: Belfast Branc ~ 4 

i meeting ae ranch, 1328; annual 
und, Royal Medical Benevolent. 
also Societies, Medical wate agaae 
_ Central Emer, ency, and the South 

ales dispute, le ing article on, 703; 

correspondence on, 716 : ; 

— Factory Girls’ Holiday, 823 
und, Hospital Saturday, in Birmingham 
773, 1566 ; metropolitan, 1076 j 

Fund, Hospital Sunday, 


See 


report, 34; at Bir- 


mingham, 108; in Leeds, 342 





Fund, King’s Coronation National, for nurses 
in Ireland, 

Fund, King Edward’s Hospital, proposed'Bill 
to incorporate for London, 28, 1503, 1510, 1562 ; 
leading article on, 35, 1503 ; correspondence 
on, 52, 110; meeting of General Council, 846 ; 
questions in Parliament, 1018, 1387 

Fund, cay Browne, Latimer, and 
McManus, 

Fund, Lord Mayor’s Cripple, 1381, 1449 

Fund, the Nightingale, 1574 

Fund, Workpeople’s Hospital, 528 

Funds, Hospital, and the exclusion of 
Scottish Diplomates from the majority of 
London hospitals, 1571 

Furunculosis, antistaphylococcie vaccine in 
treatment of (R. Thorne Thorne). 436 

Future work of medical students, 225 


G. 


Gag, improved, 572 

GAILLETON, ANTOINE, monument to, 1276 
GALEZOWSKI, XAVIER, obituary notice of, 786 
bed bladder, hernia of (Helen B. Hanson), 


Gall stone causing intestinal obstruction 
(William Robinson), 86 

Gall stones, therapeutic use for, 604: trans- 
duodenal choledochotomy for (George 
Heaton), 868 

Gall stone surgery, review of books on, 1367 

GAMGEE, Mr., epithelioma of lower lip, 497; 
kidneys in obstructive suppression of 
urine, 1120 ‘ 

GANGE, F. W., treatment of tetanus, 78 

Gangrene, carbolic acid (David Wallace), 
1110; (John Allan), 1344 

Gakart, A., death of, 91 

Garden friends and foes, 475, 663 

GARDNER, J. A.: Recent research work on 
anaesthetics (leading article), 948 

GARLAND, O. H. : Case of infanticide, 1182 

GARMAN, WALTER: Office of public vaccina- 
tor, 344 

GARROD, A. E. (Editor) : 
Hospital Reports, rev., 818 

Gases of mineral springs, 216 

Gastric ulcer. See Ulcer 

Gastro-enterostomy for chronic gastric ulcer 
(J. Sherren), 1183 

Gastro-enterostomy combined with gastro- 
stomy for ulceration of stomach (B. G. A. 
Moynihan), 681 

Gastro-enterostomy clamp, improved, 25 

—— operations, modified clamp 
or, 

GAUTRELET, EMILE: 
logique, rev., 633 

General Medical Council. See Council 

General paralysis of the insane. See Para- 
ysis 

rey diseases, review of book on, 


St. Bartholomew’s 


Physiologie Urosemeio- 


GERARD, B.: Technique de Stérilisation a 
Usage des pharmaciens, rev., 266 ; Traité des 
Urines. L’Analyse des Urines considerée 
aan un des Eléments de diagnostic, rev., 


— crusade against infant mortality, 


= poemttal, a modern (St. Georg, Ham- 
urg), 
oo Reichstag, medical men in the new, 


German universities, medical students in, 
a women in, 656; foreign students in, 


Germany, raising of fees in, 95; medical pro- 
fession in, 230; female stadents in Berlin, 
230; family care of the insane in, 647; pre- 
vention of infant mortality in, 655; civil 
ambulances in (leading article), 1011 ; small- 
pe. ay and variolous lymph, 1084; drink 
in, 

Gestation, ectopic, abdominal section for 
(reported by D. Lloyd Roberts), 18 

Gestation, ectopic, coexisting with uterine 
pregnancy (Dr. Donaldson), 440 

GHOSH, RAKHALDAS: Treatise on 
Medica and Therapeutics, rev., 2 

eee JOHN GEORGE, death 
ol, 

GIBSON, G. A. : Cause of heart beat, 1305 

GILCHRIST, MARION: Medical profession and 
lunacy certification in Scotland, 901 

GILES, A. E.: Surgical treatment of inflam- 
matory diseases of uterine eee. 1185 

GILEs, Surgeon-Colonel P. B.: Voluntcer 
medical organization, 51; pricked as High 
Sheriff for county of Bucks, 643: possible 
source of diphtheria in schools, 1153 

Girgenti home for inebriates, 170 

GIRAUD, FERNAND: L’Oeil Diathésique. Rela- 
tions de la diathése avec les affections des 
organes de la vision, rev., 633 

GITTINGS, C. B.: Scurvy, 683 

Glamorgan, Midwives Act in, 641, 1457; sani- 
tation in, 774 

Gland, parathyroid. Sce Parathyroid 

Glasgow, cerebro-spinal fever in. See Fever 

Glasgow, Vigilance Committee, 466 

Glasgow Infirmary. See Infirmary 


Materia 





Glasgow Medical Golf Club, 957 


Glasgow University. See University 

Glasgow University Club, in Newcastle, 408 ; 
in London, 1376 

Glaucoma, chronic, with polycoria (Malcolm 
L. Hepburn), 438 : 

Glimpses of American Surgery, 1075 

Glycosuria, intermittent, 539 

Goat’s milk. See Milk 

GODFREY, HORACE P.: Secretion of milk in 
axilla, 1119 i 

GoDLEE, R. J.: Past, and future of 
school of advanced medical studies of 
University College, London, 334 

bas” a J. EDWARD: Use of the blunt hook, 


Goitre, exophthalmic, in its relation to 
gynaecology and-obstetrics (Sir Halliday 
Croom), 688 

Goitre, exophthalmic, 
(Simonds Gooding), 1423 ; 

Goitre operations under local anaesthesia 
(A, J. Fairlie Clarke), 1534 - 

Goitres removed under cocaine anaesthesia 
(J. Lynn Thomas), 993 

GOODING, SIMONDs: Scarlatiniform rash after 
burn, 313; myxoedema and exophthalmic 


and myxoedema 


goitre, 1423 : 
GORDON, KNYVETT: Treatment of enteric 
fever, 565 : 

GoRDON, M. H.: Report on epidemic 


cerebro-spinal meningitis (leading article), 


51 
GORDON, W.: Influence of rainy winds on 
phthisis, 111, 233 
Goraas, W. C.: Sanitation of Panama, 1560 
Gorseinon, typhoid epidemic at, 774 __ 
GORNALL, JOHN GUEST, obituary notice of, 
4 


Gosport water supply, i156 

GOSSAGE. Dr. : Partial heart-block, 1305 

GOULD, JOHN : Influence of rainy winds on 
phthisis, 346 : 

Gout and albuminuria complicating case of 
splenic leukaemia (George Parker), 1170 

Gout, Baden waters in treatment of (Paul 
Roethlisberger), 91 

- influence of climate on (C. W. Buckley), 


Gout, treatment of by ingestion of common 
salt-containing waters (Leonard Williams), 
19 


Gout, review of books on, 265 

Gout, thyroid glands and (D. Forsyth), 1424 

Gouty diseases, treatment of (Chalmers 
Watson), 377 ¢ 

Govan Cottage Nurses’ Training Home, 1455 

Government, recent changes in, 281 . 

GOWERS, Sir WILLIAM: Cervical myelopathic 
trichosis, 1304 

GRAHAM, GEORGE H.: Fracture of fifth meta- 
tarsal bone, 16 

GRAHAM, JAMES, the famous quack, 1499 | 

GRAHAM. the late Professor J. E., unveiling 
of portrait of, 595 

GRAHAM, JOHN W., evidence of before the 
Vivisection Commission, 1490 

Coenen. ROBERT A. L., obituary notice of, 


GRANT, DavID, obituary notice of, 1520 

GRANT, DuNnDAS: Pharyngo-keratosis treated 
by applications of salicylic acid in sulpho- 
ricinate of soda, 1155 

GRANT, LACHLAN, appointed J.P. for Argyll- 
shire, 94 

GRATTAN, Major H. W.: ‘ Blackwater” fever 
in Sierra Leone, 687 : 

Gratuitous attendance upon widow and 
children of medical practitioner, 1220 

Great Britain, cremation in, 42 

Greatest Frenchman of the last century, 99 

Greece, antimalarial campaign in, 223 

Greek vase representing clinic of surgeon, 
note on, 1434 ietit 

GREEN, A. STANLEY, calcium chloride in 
haemorrhage, 1054 

Greenock, new medical society at, 1146 

GREENWOOD, M., jun. : Influence of increased 
barometric pressure on man, saturation of 
the tissue fluids with nitrogen, 373; Dr. 
William Hunter’s statistics, 1333; oxygen 
poisoning, 1570 

GREENWOOD, MAJOR: Bill for the Early 
Notification of Births, 1569 

Grenfell Memorial, Lady Victoria, 1272 

GRENFELL, WILFRED T., honorary degree of 
M.D. of Oxford conferred upon, 1323 

GRESSWELL, GEORGE : Elements of the Practice 
of Comparative Medicine, together with records 
of some cases, rev., 

GREY, HARRY : Hospital reform, 175 

GRIFFIN, FREDERIC CHARLES GRIFFITH, 
obituary notice of, 55 


GRIFFITH, T. WARDROP: Five cases of 
Friedreich’s ataxy occurring in two 
families, 541 

GRIFFITHS, Lieutenant-Colonel WitLriIAM 


EpwWIN, obituary notice of, 1402 

GROBER, J.: Einftihrung in die Versicherungs- 

medizin, rev., 1 

GROSSMANN, KARL: New refractometer, 318; 
new astigmometer, 749; Charter and the* 

Constitution, 1215 . 

GROVES, ERNEST W. HEY: Best way to re- 

move tonsils, 174; surgical aspects of 

i 2emophilia, with especial reference to two 

cases of Volkmann’s contracture resulting 

from this disease, 611 
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GROVES, JOSEPH, death of, 1269: obituary 
notice of, 1337 

GrUNBaUM, A. 8.: Inoculated syphilis in the 
chimpanzee, 1123 

GRUNBAUM, O.: Apparatus for estimating the 
electric conductivity of small quantities of 
ra 564; diagnosis of Addison’s disease, 


Guardians, Board of, qualification for mem- 
—- of, as affected by receipt of pension, 


Guardians and boarding-out system, 832 ; and 
medical fees, 1463 

GUBB, ALFRED 8., appointed Honorary 
Physician to British Consulate at Algiers, 94 

GUINARD, M.: Two cases of pancreatitis 
treatea by operation, 656 

Gui Patin. See Patin : 

Guisley district council and the medical 
officership, 1087 

GULLAN, A. GoRDON: Charter and the Con- 
stitution, 1215 ; 

GULLAND, G. LOVELL: Anomalous cases Ot 
pernicious anaemia, 68 

GUNN, A. R.: Albinism in man, 718 

GUNN, L. G. : Treatment of enlarged prostate, 


GUNN, R. Marcus: Value of ophthalmic 
symptoms in general diagnosis and pro- 
goosis, 1353 

GUTHRIE, LEONARD: Poisonous after-effects 
of chloroform and ether, 380; precocious 
obesity and hirsuties, 1183 ; 

GUTIERREZ, Dr., title of Marquis San Diego 
aud Grand Cross of Order of Isabella the 
Catholic conferred upon, 1269 

GUTZMANN, HERMANN: Stimmbildung und 
Stimmpflege, rev., 1486 . 

Guy,W.: Anaesthesia in dental operations, 1481 

GvuY DE CHAULIAC. See Chauliac 

Gynaecological Society. See Society 

Gynaecology, dangers of caustics in. 280 

Gynaecology, reviews of books on, 206, 443, 754 


H. 


HABGOOD, W.: Fatal cerebral haemorrhage 
in a young man, 375 ? 
Hack, F. G. : Urethral abscess and calculi, 199 
HADDON, JOHN: Hospital reform, 347 _ 
HAECKEL, ERNST, celebrates golden jubilee of 
graduation in medicine, 642 : 
HAECK&L, H.: Atlas of Applied (Topographical) 
Human Anatomy, rev., 817 
Heomatoporphyrinuria (L. C. S. Broughton), 


Haematuria, bilharzial, causing papillomata 
of bladder (H. J. Curtis), 500 

Haemogregarine parasites of mammals, 172 

Haemogregarines in the blood of snakes (L. 
Sambon and C. G. Seligmann), 1365 

Haemophilia, surgical aspects of (Ernest W. 
Hey Groves), 611; fresh injection of serum 
as a haemostatic in, 837 

Haemoptysis, case of (J. Bernard Thompson 
and F'. H. Jacob), 991 

Haemoptysis, severe, treated by means of the 
ice bag (Harold Downes) 1534 

Haemorrhage, calcium chloride in (A. Stanley 
Green), 1054 

Haemorrhage in a centenarian, remarkable 
case of, 274 . 

Haemorrhage, cerebral, in a young man, 
fatal (W. Habgood), 375: sudden death trom 
in a girl ‘of 26 (H. W. Burman), 1364; T. F. 
Hugh Smith, 1580 

Haemorrhage from the cord. 1164 

Haemorrhage, post-partum (John F, Le Page), 
185; correspoadence on, 289, 470, 540, 6C0. 724 

Haemorrhage, post-partum, aortic pressure in 
(M. Henry), 562 . 

Haemorrhaze, sudden death from, diffused 
chorion-epithelioma, 1562 ‘ 

Haemorrhage, uterine. and arterio-sclerosis 
(Elizabeth McDonald), 142 , 

Haemorrhage, uterine, and ovarian disease, 
(W. H. Maling), 1480 

Haemorrhagic pancreatitis. 

Haemostasin, 384 : 

HAENDEL, Dr.: Spirochactes in relapsing 
fever, 1560 

HAFFKINE, Dr., his position in India, 710 

Haffkine’s plague prophylactic, 277, 285, 343, 595 

— antiplague vaccine (T..C. Lucas), 


9 
= ball in the stomach (F. G. Pell-Ilderton), 


Hair, bleaching of, 724 

Halifax, infant mortality in, 1265; Board of 
Guardians, 1565 

HALL, FRANCIS DE HAVILLAND: Prolonged 
pyrexia, 1304 

HALL, I, WALKER: Staining of animal para- 
sites, 566; retroperitoneal sarcoma of 
Douglas’s pouch, 1049 : 

HALL, W. WINSLOW: Tetanus treated with 
antitetanic serum, 555 

HALLE, JOHN: An old medical work by, 
written in 1564, 1260 

HALLIBURTON, W. D.: Nervous degeneration 
and regeneration, 1041, 1111, 1460: debate on 
vivisection. 1255. -See also Antivivisection, 
leading article on, 1263 

HALLOPEAU, Professor : Treatment of syphilis 
by atoxyl, 1458 ; a correction re, 1515 

Hallucinations, physio-psychology of (J. Hogg 
MacDonald), 


See Pancreatitis 





HAMEL, GusT. : Treatment of fractures, 54 
Hamidié Hospital. See Hospital for Children 
HaMILL, J. M., appointed assistant inspector 
of fgods under Local Government Board, 768 
HAMILTON, G. G. : Plexiform neuroma, 749 
HAMILTON, H C.: Relapses in enteric fever, 


1536 

HAMILTON, R. J.: Recurrent paralysis of 
ocular muscles, 

HAMILTON-KENNY, F.: Two cases in which 
the accidents occurred whilst the patients 
were bathing, 436 . 

Handel Cossham Memorial Hospital, 1551 

HANDFORD, HENRY, elected Fellow of Koyal 
Sanitary Institute, 1554 

HANDLEY, W. Sampson: Cancer of the Breast 


and its Operative Treatment, rev., 753 
<r ELEN B.: Hernia of gall bladder, 
1 


Hard palate. See Palate 

HARE, FRANCIS: Periodic bronchitis, 663 

HARE, HOBART AMORY: Textbook of Practical 
Medicine. rev., 1541 

HARLEY, VAUGHAN : Chemical Investigation of 
Gastric and Imtestinal Diseases by the Aid of 
Test Meals, rev , 1187 

HARPER, Joln R.: Influence of rainy winds 
on phthisis, 346 

HARRIS, E. BERNARD: Motor car for hilly 
district, 476 

HARRIs, L. HERSCHEL: Phleboliths and the 
Roentgen rays, 1423 

HARRIS, WILYRED: Influenza commencing 
with sudden unconsciousness and excessive 
dyspnoea, 489 

HARRISON, REGINALD: Metropolitan Street 
Ambulance Association, 1570 

HARRISON, W. S.: A diphtheroid bacillus, 687 

HARRISSON, DAMER: Surgical treatment of 
focal epilepsy, 318 

HARTIGAN, WILLIAM: New medical saint. €64 

HARTLEY, W. DARLEY: Practice in South 
Africa, 839 

Hartley Wintney schools, 1327 

HARTMANN. HENRI: Travaux de Chirurgie 
Anatomo-Clinique, rev., 281: surgical forms 
of ileo-caecal tuberculosis, 849 

Harveian Society. See Society 

HARVEY, Dr. : Case of ‘cerebro-spinal mening- 
itis in a girl of 10, 871 

HARVEY, Lieutenant Norcott D’EsTEeRRE, 
obituary notice of, 177 

HASWELL, FRANCIS: Rupture of gastric ulcer 

a... aapgg ned a 430 
ATCHELL, Surgeon-Major CHARLES, obi 
notice of, 9C4 r : ee 

HAULTAIN, Dr.: 
fibroids, 437 

HAWARD, WARRINGTON: Phlebitis and Throm- 
bosis, rev., 146 

HAWKINS, FRANCIS H.: Abscess of lung and 
acute endocarditis in acute pneumonia, 141 ; 
enteric, pneumonia, pericarditis, aud 
haemorrhagic pleural effusion. 378 

HAWKINS, HERBERT P. : Idiopathic dilatation 
of colon, 477; appointed clinical teacher of 
medicine at Royal Army Medical College. 
702; constipation and dilatation of colon, 814 

HAWORTH, FI. G.: Whole-milk for infants, 
908 ; desquamation after scarlet fever, 1362 

oT a . A i —, of from 

uncil o ecottish Medical Diploma 

Anne. 1554 . a 

HAY, EDMUND: Revision of Draft Charter, 
British Medical Association, 

Hay, JOHN : Diagnosis of abnormal chest con- 
ditions, 1057 

HAYEM, GEORGES; Les Evolutions patholo- 
giques de la digestion stomacale, rev., 1187 

ig Dr. : . oe of the breast, 767 

ad, unusual enlargement of (Ber 

Abrahams), 262 - ies 

HEAD, GUSTAVUS P. (Editor): Practical Medicine 
Series : Gynaecology, rev., 384 

Healing silence (leading article), 1502; corre- 
spondence on, 1573 

Health congresses. See Congresses 

Health officers, grant for, 1510 

Health questions in Scotland, 1387 

Health resorts, 31, 93, 151, 758. 881, 1009, 1440: 
Mont’ Estoril and neighbourhood, 31; 
Roncegno, 93; Innsbruck, 151: Royat, 758 ; 
Aix-les-Bains, 881; Margate. 1009; Droit- 
wich, 1440: Point of Ayre, Isle of Man, 1549 

Health mpeg See Society 

Hearing of telephone clerks, 830 

— affections, homoeopathic treatment of, 


Heart beat, cause of (G. A. Gibson), 1305 

Heart-block, partial (Dr. Gossage), 1305 

Heart, alleged action of bende on, 1030 

Heart, effect of respiration en, 1036 

Heart, spontaneous rupture of (H. Neville 
Crowe), 625 

Heart, traumatic rupture of (Dr. Wheeler), 263 

Heart disease, calcium salts as cardiac tonic 
io (Sir Lauder Brunton), 616; correspon- 
deuce on, 717, 778, 840. See also Pneumonia 
and Calcium Salts 

Heart disease, congenital, 
(Parkes Weber), 261 

Heart disease in relation to pregnancy and 
labour (G. F. Blacker), 1225 

—— disease, review of books on, 145, 1362, 


Heart, wrestling and the, 1147 
HEATH, CHARLES J, : Case of double Bezold’s 
disease, recovery with perfect hearing, 932 


Hysterectomy for cervical 


with cyanosis 





Heath’s Handbook of Minor Surgery, and 
Bandaging, for the Use os House-Surgeons, 


Dressers, and Junior. Practitioners, rev., 
1062 
HEATON, GEORGE: Transduodenal chole- 


dochotomy for gall stones, 868 

HEBERT, P. Z., charges against proved un- 
founded, 1554 : 

HEEKES, JOHN W.: Intestinal worms in the 
appendix vermiformis, 624 

HELLIER, Dr.: Post operative treatment of 
pneumonia and bronchitis, 872 

Helmitol, acute cystitis in infant treated 
with (J. Attridge Williams), 1181 ; 

HENDERSON, ALBERT: Atresia vaginae in a 
married woman, 138 ; 

HenLey, W. H.: Poem on Lord Lister, 941 

HENRY, M.: Intrauterine strangulation, 866 ; 
aortic pressure in post-partum haemor- 
rhage, 1362 , 

Hepatic cirrhosis and loss of sight, 236 

Hepatitis, amoebic, presuppurative stage of 
(Leonard Rogers), 869 

HEPBURN, Matcorm L.: 
chronic glaucoma, 438 ; 

HERBERT, Hon. ALAN, obituary notice of, 
661 


Herbert of Lea, Lord, rev., 21 

Heredity, review of books on, 1243 : 

—" FRAN(OIS JOSEPH, obituary notice 
of, 7 

HERNAMAN-JOHNSON, F.: Acute colitis, 1536 

Hernia—particularly in children (Edmund 
Owen), 1235 

Hernia, radical cure of, 180 _ 

Hernia, percentage cf men with, 1164 

Hernia, taxis for (H. Betham Robinson), 14 

Hernia, diaphragmatic, two cases of (William 
Hunter), 1033 

Hernia of gall bladder (Helen B. Harrison), 
931 


Polycoria with 


Hernia, inguinel and femoral, etiology of 
(R. W. Murray), 201 

Hernia, Littré’s, strangulated, with gangrene 
and perforation of Meckel’s diverticulum 
(H. Brunton Angus), 624 ; 
Hernia, strangulated, in an infant, local 
anaesthesia, recovery (Alex. Mitchell), 1118 
HERON, Davip: Note on class incidence of 
cancer, 621 

Herpetomonas. extra-corporeal stages of, and 
the Lei-hnan Donovan body, 1°53 

HERRING, P.‘t.: Action of pituitary extracts 
upon the kidney, 461 

HERRINGHAM, W. P.: Arterial sclerosis, 61 

HERTSLET, Sir CECIL: Prevention of ankylo- 
stomiasis, 765 

HERTZ, A. F. : Chyluria, 626. 3 

HEWITT, FREDERICK W.: Anaesthetics and 
their Administration : A Textbook for Medical 
and Dental Practitioners and Students, rev., 
i 


367 
Hicks, H. T.: Chorion epithelioma, 1482 
Hicks, JAMES J.: Quantitative saccharometer, 


Hicks, JOHN SIBLEY, obituary notice of, 
1401 


HIGGINS, HUBERT: Humaniculture, rev., 208 

Hicas, F. W. : Squamous-celled carcinoma of 
stomach and oesophagus imitating tubercu- 
lous ulceration of intestine, 1293 

Highland medical officers, 839. 
Poor Law 

HILL, LEONARD: Note on the temperature of 
Japanese hot baths, 259; threatened disin- 
tegration of the University of London, 959 ; 
Dr. William Hunter’s statistics, 1334 

Hill v. Clifford, 1521 

Hill-Barnard sphygmometer, new, 1253 ; 

HILLIARD, HARVEY: Small motor car i 
London, 455 

Hillsborough, impure water at, 527 

HINGSTON, Sir WILLIAM, death of, 463 ; 
obituary notice of, 537; Canadian note on, 


See also 


655 
HINTON, HAMMOND H.: Abdominal pressure, 
1 


Hippocratic oath (leading article), 1262 : 

Hirsuties and obesity, precocious (L. Guthrie 
and W. d’Este Emery), 1183 

History of medicine, 1344 

HIAVA, JAROSLAV, made life member of 
Austrian House of Lords, 1562 

Hobby, a physician’s, 100 : 

HopGeEs, A. D. P.: Treatise on sleeping 
sickness for instruction of Luganda 
natives, 215 

Hodgkin’s disease (Dr. Miller). 625 

Holiday courses in Berlsn, 1471 

HOLLAND, SYDNEY: Hospitals and clubs, 658, 


907 

Holland’s instep arch sock, 942 ; 

HOLMES, GORDON: General paralysis of the 
insane in a boy, 378 

HOLMES, OLIVER WENDELL, some account 
of the medical life of, 759 

HOLMES, THOMAS: On the cause of acute 
— supervening during menstruation, 


HOLT, Major M. F.: Ligation of the renal 
vessels for the cure of persistent urinary 
renal fistula, 1304 ; 

HOLZKNECHT, GUIDO (Editor): Mitteilungen 
aus dem Laboratorium f. radiologische Dtag- 
nostik und Therapie im KK. allgn. Kranken- 
haus im Wien, rev.. 267 
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Home for incurables. See Incurables : 
Home Office regulations for use of horsehair, 


1451 
Homoeopathic treatment of heart affections, 
Homoeopathy, “revival” of, 162, 214, 287, 346, 
416 


HONCK, E.: Uber die Rolle des Sympathicus bet 
der Erkrankung der Wurmfortsatzes, rev., 1060 

Hong Kong, notes from, 171; antimalarial 
work, 171; plague and fleas, 172 

Hong Kong, plague in, 878. 1261, 1317, 1443 

Honour from the King, 893, 1205; «orrespon- 
dence on, 966, 1395 

Hook, blunt, use of (J. Edward Godson), 1231 

Hook worm. See Worm 

HOOKER, Sir JOSEPH DALTON, 1132, 1383 

Hooper, Sir WILLIAM: Appreciation of Sir 
Joseph Fayrer, 1339 ; 

Hopg, E. W.: Housing of the working classes 
in Liverpool.€0l 

Hope and Currie v. Crier, 1163 

Hopeless cause (antivivisection), 1263, 1322, 


HORDER, T. GARRETT: Sir Victor Horsley, 
173; revision of draft Charter of the British 
Medical Association. 961; fees of public 
vaccinators, 1094; Charter and the con- 
stitution, 1215 : 

HORDER, T. J.:_ Case of influenzal endo- 
carditis, 143; diagnosis of typhoid in the 
absence of agglutination, 143 

Horse doctor and an ass, 180 

—” Home Office regulations for use 
ol, 

HORSLEY, Sir VICTOR: Proposed recognition 
of the services of. 173: Dr. Hughlings Jack- 
son’s views on the functions of the cere- 
bellum, 803; elected honorary member 
Russian Surgical Society, 1210; deputation 
a President of the Board of Education, 
1459 

HOSEGOOD, SAMUEL: Surgery patients, 110 

Hospital abuse, 52, 240, 289, 296, 540, 598, 656. 788, 
1284, 1392, 1404, 1464, 1511, 1516, 1564; remedy 
for, 240, 289, 296, 540: in Austria, 656; pre- 
vention of in Paris, 788; in Liverpool. 1511; 
another form of, 1392, 1516; a disclaimer, 
1516 ;in Manchester, 1564. See also Hospital 
reform 

Hospital, Addenbrooke’s, Cambridge, conva- 
lescent home of, 1334 

Hospital, Anglo-American at Cairo, War Office 
authorities sanction payment from army 
funds to, 823 

Hospital, Ballinrobe Union, 80: case of otitis 
media purulenta with —_s Vigors (re- 
ported by R. B. Mahon), 

Hospital, City of Belfast, Fever, Purdysburn, 
eases of fulminating cerebro-spinal fever 
(reported by Ernest H. L. Milligan), 1537 

Hospital, Belfast, Mater Infirmorum, 1513 

Hospital, Belfast Royal. 835, 1270; annual 
meeting, 635; post-graduate class at, 1270 

Hospital, Berkshire Koyal (Reading), 79; case 
of men goto meningitis (W. S. Orton), 79 

Hospital, Birmingham General, 773, 1182, 1270 ; 
overcrowding of out-patient departments, 
773; case of empyema with remarkable 
leucocytosis (reported bv R. L. Bunting), 
1182 ; statistical report, 1270 

—_ Birmingham and Midland Women’s, 


Hospital, Bombay Parsi, proposed, 109 
— Bradford Fever, administration, 


Hospital, Bristol Children’s. 834 
Hospital, Bristol General, 713 
Hospital, Brompton, for 
appeal, 1402 
Hospital, Central London Ophthalmic, new 
laboratories, 216 ; annual meeting, €02 
Hospital for Children, Belfast, annual 
meeting, 339 
Hospital for Children, Birmingham and Mid- 
land Free, note on, 227, oa: forty-sixth 
annual meeting, 528; annual meeting, 834 
Hospital for Children, Evelina, new out- 
patient department, 1323 
Hospital for Children, Glasgow Royal, 771 
= I iar Great Ormond Street, 
criptive Catalogue of the Path J 
Museum of, 1487 ” , — 
Hospital for Children, the Hamidié, at Con- 
Heme ne a annual report, 166 
spital for Children, new Co 
Hospital to: ‘euitld eecrak 
spi or Children, North-Ea - 
quet in aid of. 1317 ° ey ae 
ag oS er Victoria. Chelsea, 
ure ot right bronchus by injury i 
sake), 1235 is y injury (Colin 
ospital, London Children’s, milk su 
uae A Se enetance on, 1334 ital 
ital, Cor ity and C ing- 
eee ee y ounty Lying-in, 
Hospital, cottage, patients and fees, 1464 
Hospital, David Lewis Northern, 654 
Hospital, Dental, the Royal, finances of, 786 ; 
eee rants lectures at, 1654 
» Dewsbu i 
meeting, 13 ry Joint, Board, annual 
ospital and Dispensary Mana: ement, 117, 
239, 290, 475, 539, 663, 736, 846, 971, 1035,'1398° 
1163. 1217, 1282, 1333, 1402, 1518 : 
Hospital, Dublin Royal, 834 
Hospital for Ear, Nose, and Throat Disease, 
asgow: Case of posterior ethmoidal 


Consumption, 





disease caused by a foreign body (J. Stoddart 
Barr), 1364 

Hospital, Royal Ear, Soho, 475; special 
meeting, 475 

Hospital, Essex and Colchester General, 
report, 787 

— Eversfield Chest, St. Leonards-on- 
Sea, 

Hospital, Eye, Oxford, annual report, 663 

Hospital, Royal tye, Southwark, 823 

Hospital, Royal Eye and Ear, Bradford, 1330 

Hospital, Royal Eye and Ear, Dublin, annual 
meeting. 527 

Hospital finance, 160 

Hospital, Forster Green for Consumption, 
Belfast, annual meeting, 340 

Hospital, French, in London, thirty-ninth 
annual dinner, 1016 

Hospital funds. See Funds 

Hospital, Garngoch Common Isolation, new 
administrative wing opened, 1271 

Hospital, Greenwich, number of pensions, 


Hospital, Guy’s, Treasurer’s report, 1343; 
Ladies Association, annual meeting, 1376 
Hospital, Gympie, Queensland: Two cases in 
which accidents occurred while bathing 
(Ff. Hamilton-Kenny), 436 

Hospital, Halifax Workhouse, 1330 

Hospital, Hampstead General. 1554 

Hospital, Handel Cossham Memorial, 1551 

Hospital, Hawick Cottage, 901 

Hospital for Incurables, British, 
dinner, 1317 

Hospital, Kensington General, annual meet- 
ing, 786. See also Hospital, Queen’s Jubilee 

Hospital, Kent County Ophthalmic, 1035 

Hospital, King’s College, 274; donation 
towards removal to South London, 274 

Hospital, Kingston Public, Jamaica: Abhdo- 
minal pregnancy, yj eke a_ living 
fetus (reported by J. Aldred Allwood), 376 

Hospital, Lady Aitcheson, Lahore : Caesarean 
section complicated by round worms 
(reported by Ethel Landon), 200 

i. Leeds, for Women and Children, 


festival 


Hospital, Liverpool Dental, 833 

Hospital, Liverpool Royal Southern, 409; 
annual meeting, 409 

Hospital, Liverpool Workhouse: Forei 
body in lung (reported by J. T. Moore), 315 ; 
foreign body in large intestine (reported by 
J. T. Moore), 376 

Hospital, the London, 643, 694, 992; visit of 
the Queen and the Empress of Russia, 643 ; 
Archives of the Pathological Institute of, rev.. 
694; case of cerebro-spinal meningitis of 
the apoplectic type with hyperpyrexia 
(reported by Howard F. Warner), 992 

Hospital, London Fever : Letter in circulation 
re catering for patients, 702 

Hospital, Magdalen, Bath, 
defective children, 1038 

Hospital, Meath, 1021 

Hospital for Mental Diseases, City of London, 
annual report, 1035 

Hospital, Merthyr Isolation, 900 

Hospital, Middlesex, 634, 1202; Archives, rev., 
634, 694; festival dinner, 1202 

Hospital, Monkstown, 771 

Hospital, Montreal General, 1019 

Hospital, Montreal Infectious, 1019 

Hospital, Mount Vernon, Hampstead, 971 

Hospital, Newport, 774 _ 

Hospital, North Cambridgeshire, Wisbech : 
Rupture of ulcerated abdominal wall over 
an umbilical hernia, with protrusion of gut, 
untreated for 7; hours, uninterrupted re- 
covery (Arthur H. Williams), 684 

Hospital. North Lonsdale, Barrow-in-Fur- 
ness: Case of peritonitis without ascertain- 
able cause (reported by J. T. Williams), 260 

Hospital, Oakley, Blaenau Festiniog: Case 
of severe cranial injury without loss of 
consciousness (reported by T. J. Carey 
Evans), 811 

Hospital, Orthopaedic of Ireland, 834 

Hospital, Orthopaedic, Royal National, 846 

Hospital for Paralysis and Epilepsy. the 
National (London), festival dinner, 663 

Hospital, pay, scheme for in Vienna, 1147 

a ne Pontypool, 468; annual meeting, 


for mentally 


Hospital, Poplar, annual meeting, 1035 
Hospital, Portsmouth Royal, report, 663 
Hospital, Queen Charlotte’s. sepent, 1217 
Hospital, Queen’s Jubilee, 952, 1031. 1155 
Hospital question in a new light, 335 
Hospital reform, correspondence on, 175, 28°, 
247, 470, 1344 ; the question in a new light, 
335. See also Hospital abuse 
Hospital Reports, 18, 79, 140, 200, 260. 315, 376, 
436, 495, 624, 684, 745, 811, 867. 932, 992, 1054, 1119, 
1182, 1238, 1303, 1364, 1424, 1481, 1537. St. #ary's 
Hospita!, Manchester : Case of abdominal sec- 
tion for ectopic gestation (D. Lloyd-Roberts), 
18. Manchester Royal Infirmary : Case of hair 
ball in the stomach (F. G. Pell-Ilderton), 18; 
bayonet wound of stumach (reported by 
P. R. Wrigley), 1303. Royal Berkshire Hes- 
pital, Reading : Case of suppurative menipg- 
itis (W. S. Orton), 74. Ballinrobe Union 
Hospital: Case of otitis media purulenta 
with veperees agers. operation, recovery 


(reported by Mahon), 80. Wrexham 
Infirmary: Case of artificial anus, re- 
section, recovery (reported by E. M. 





Watkins), 140. Kidderminster Infirmary and 
Children’s Hospital: Case of congenital 
syphilis: unusual symptoms (under the 
care of J. Lionel Stretton, reported by 
Wilson Smith), 140. Sunderland Infirmary : 
Acute yellow atrophy of liver (G. Blacker 
Morgan), 200 ; intestinal obstruction caused 
by gall stone (William Robinson), 867; 
foreign body in appendix abscess (W. Percy 
Blumer), 1119. Lady Aitcheson Hospital, 
Lahore : Caesarean section complicated by 
round worms (reported by Ethel Landon), 
200. North Lonsdale Hospital, Barrow-in- 
Furness: Peritonitis without ascertainable 
cause (reported by J. T. Williams), 260. 
Royal Naval Hospital, Chatham: Cholecyst- 
otomy, cholecystectomy, choledochtomy 
(Staff-Surgeon F. J. A. Dalton), 315. Liverpool 
Workhouse Hospital: Foreign body in lung 
(reported by J. T. Moore), 315; foreign body 
in large intestine (reported by J. T. Moore), 
376. Public Hospital, Kingston, Jamaica : 
Abdominal pregnancy, laparotomy, a living 
fetus (reported by J. Aldred Allwood), 376. 
The Hospital, Gyinpie. Queensland : Two acci- 
dent cases which occurred whilst bathing 
(F. Hamilton-Kenny), 436. Kent County 
Asylum, Canterbury: Ulcer of duodenum, 
——2 no leakage (reported by W. 
verett), 495. Royal Infirmary, Newcastle- 

upon-Tyne : Case of strangulated Littré’s 
hernia with gangrene and perforation of 
the Meckel’s diverticulum, resection of the 
gut, recovery (H. Brunton Angus), 624. 
Royal Albert’ Hospital, Devonport: Acute 
intestinal obstruction due to intussus- 
ception in an adult (G. S. Thompson), 867. 
North Cambridgeshire Hospital, Wisbech: 
Rupture of ulcerated abdominal wall over 
an umbilical hernia, with protrusion of gut, 
untreated for 74 hours, uninterrupted re 
covery (Arthur H. Williams), 684. Slockport- 
Corporation Hospitals: Persistent deep cer- 
vical abscess and threatened mastoid sup- 
puration treated by antistreptococcic serum 
(Meredith Young), 745. Oakley Hospital, 
Blaenau Festiniog: Case of severe cranial 
injury without loss of consciousness (re- 
ported by T. J. Carey Evans), 811. Throat 
Hospital, Golden Square: Case of double 
Bezold’s disease, recovery with perfect 
hearing (Charles J. Heath), 932. London 
Hospital: Case of cerebro-spinal mening- 
itis of the apoplectic wee with hyperpyrexia 
(reported by Howard F. Warner), 
Birmingham Workhouse Infirmary: Tetanus 
from self-inflicted wound, serum injection, 
recovery (reported by E. R. Thompson). 
1054. Birmingham General Hospital : Case oi 
empyema with remarkable leucocytosis (re- 
ported by E. L. Bunting), 1182. Victoria 
Hospital for Children, Chelsea: Rupture of 
riglt bronchus by injury (Colin King), 1238. 
Devon County Asulum: Case of extreme 
hydrocephalus (Richard Eager), 1303. 
Glasgow Hospital for Diseases of the Ear, Nose, 
and Throat: Case of posterior ethmoidal 
disease caused bya foreign body (J. Stod- 
dart Barr), 1364. Royal Naval Hospital 
Plymouths Case of purpura haemorrhagica 
(reported by D. H. Pope), 1364. Leigh Infir- 
mary : Case of complete separation oi rec- 
tum from anus (reported by J. Sackville 
Martin), 1424. Victoria Hospital, Bangalore. 
India: Extraperitoneal transplantation of 
ureters into the rectum aceersing to the 
description of Peters of Toronto, in a case 
of extroversion of bladder (reported by 
T. V. armugam), 1481. Cityof Belfast Fever 
Hospital, Purdysburn: Case of fulminating 
cerebro-spinal fever (reported by Ernest H. 
M. Milligan), 1537 

Hospital, Richmond, Dublin, 1328 

Hospital, Rotunda, report, 1021 

Hospital, Royal Albert, Devonport: Acute 
intestinal obstruction due to intussus- 
ception in an adult (G. 8. Thompson), 867 

Hospital, Royal City of Dublin, 84 

Hospital, Royal, for diseases of the chest, 846 

Hospital, Royal Free, 539 ; report, 

Hospital, Royal National for Consumption 
(Ireland), 711 

Hospital, Royal Naval, 
eystotomy, cholecystectomy, 
a (Staff Surgeon F. J. 


Chatham : Chole- 
choledoch- 
A. Dalton), 


Hospital, Royal Naval, Plymouth: Case of 
purpura haemorrhagica (reported by D. H. 
Pope), 1364 

Hospital, Royal Richmond, 946 

Hospital, Royal Sea-bathing, 846 

Hospital, Rudolf Virchow, appointment of 
dentist, 34 

Hospital, St. Bartholomew's, 211; lecturers 
on surgery at, 1731-1906 (D’Arcy Power), 211; 
Reports, rev., 818 

Hospital, St. Georg, Hamburg, new buildings, 


Hospital, St. Mary’s, Manchester : Case of ab- 
dominal section for ectopic aes (re- 
ported by D. Lloyd Roberts), 1 

Hospital, Salford Poor-law, 108; 
visit. 108 

— Samaritan, Glasgow, new wing, 


Hospital, Samaritan, Liverpool. 468, 654, 1511; 
= and appointments, 48 ; appeal, 


surprise 








os GRR aan eet 


* 

















INDEX. 





[JuNE 29, 1507. 





16 seatens Jornsus) 





Hospital, small, suggested plan of, 1282 

Hospital staffs and claims for compensation 
by workmen, 1521 

Hospital, Stanley, Liverpool. 468, 654: open- 
ing of gynaecological department, 468 

Hospital Sunday in Liverpool, 49. See also 


un 

Hospital. Temperance, annual meeting, 786 ; 
new out-patient department, 1202; Princess 
Louise becomes a patron of, 1554 

Hospital, Throat, Golden Square: Case of 
double Bezold’s disease, recovery with per- 
fect hearing (Charles J. Heath), 932 

Hospital, Toronto, 836 ; new building, 955 

Hospital, the Toronto, for far-advanced cases 
of consumption (Sir W. H. Broadbent), 237; 
second annual report, 1086 

Hospital, University College, 760; annual 
meeting of governors, 760; appeal, 150? 

Hospital, Victoria, Bangalore, India: Extra- 
peritoneal transplantation of ureters into 
rectum according to the description of 
Peters of Toronto, in a case of extroversion 
eo (reported by T. V. Armugam), 
14 


Hospital, West London, Post-graduate Col- 
lege of, 702, 1508 ; conversazione, 702 , 

Hospital, Wimbledon (North) Cottage, thirty- 
seventh annual report, 1402 

Hospitals, bequests to. See Bequests 

ae Birmingham, growth in the work 
0 ? 

Hospitals and clubs, 658, 717, 842, 907, 962 

Hospitals, Edinburgh, plural appointments 


* sas o . 
Hospitals, French, conditions oi admission 


0, 

Hospitals, infectious, removal of patients 
from, 41 

Hospitals, isolation, in iderbyshire, 1087 

Hospitals, junior officers in, 470 

Hospitals, isolation, 238 

Hospitals, military, inspection of, and army 
sanitation, 705 

Hospitals, North and South Wimbledon 
Cottage, 290 

Hospitals, Stockport Corporation. 745: per- 
sistent deep cervical abscess and threatened 
mastoid suppuration treated by antistrep- 
tococcic serum (Meredith Young), 745 

— union, and training of midwives, 


Hostel of St. Luke, 516 

Hot baths. See Baths 

House of Commons, ventilation of, 524, 651 

House distribution of tubercle in Paris, 1089 

House fly. See Fly 

House refuse, law as to removal of, $09 

Housing problem in South Wales, 343, 1331; 
ee (E. W. Hope), 501; in Bradford, 


How society ladies cheat the doctor, 647 

HOWARD, C. R.: Tetanus treated with anti- 
tetanic serum, 556 

HOWARD, RUSSELL: Surgical Nursing and. the 
Principles of Surgery for Nurses, rev., 1062 

HOWELL, Surgeon Lieutenant-Colonel JOHN 
ALEXANDER, Obituary notice of, 1402 

HOWKINS, CYRIL: Local anaesthesia for ex- 
traction of teeth, 240 

— JAMES C.: Teaching of midwifery, 


HUBER, JOHN BENNER: Consumption, its rela- 
tion to Man and his Civilization, its Prevention 
and Cure, rev.. 383 

HUCHARD, Professor: On the treatment of 
presclerosis, 287 

HUGHES, ROBERT, obituary notice of, 1096 

Hugo, E.: La Stérilité chez les semme. sow 
traitement par les agents physiques, rev.. 284 

— nutrition, laboratory for study of, 


Human tuberculosis. See Tuberculosis 

Humours of antivivisectionism, 1078, 1131, 
1200. See also Antivivisection 

HOMPHREYS, NOEL A.: Alleged Increase. cf 
Insanity (leading article on), 947 

Hungary: Proposed new university at Press- 
burg, 274; Bill passed making insurance 
— sickness and accidents compulsory, 


HUNTER, JOHN. the objects of his life 
(Henry T. Butlin), 357 

HUNTER, WILLIAM : Policy of the University of 
London in relation to medical education and 
medical science, 1005, 1127, 119, 1274, 1495; 
correspondence on, 1216, 1333, 1392 ; registra- 
tion returns of London medical schools, 
11®% . * Biometric methods ” and university 
medieat education, 1274 

HUNTER, WiiLIAM: Two cases of diaphrag- 
matic :srnia, 1053 

Hunter.a 'estival in London, 463 

Hunterian /ecture. See Lecture 

Hunterian Society. See Society 

HuRRY, JAMIESON B.: Vicious circles, 1104 

HUTCHINSON, JONATHAN, jun.: Complete 
volvulus, 813 

HYATT, ANNIE WAINWRIGHT, appointed 
Deputy M O.H. for Shepton Mallet, 155 

Hydatid cyst. See Cyst 

Hydrocephalus, 1284 

Hydrocephalus, extreme (Richard Eager), 


Hydronephrosis and trifid ureter (Gilbert 
ding). 498 
Hydrosalpinx, torsion of, 163 


’ 


| 





Hydrothorax, suffocative, with repeated 
tapping of pleurae (Dr. O’Carroll), 262 

Hygiene, Board of. See Board 

Hygiene of mines, 

Hygiene, Polish Exposition of, 1094 

Hygiene and the public schools, 1014 

Hygiene, school. See School 

Hygiene and temperance, teaching of, 650 

Hugtene for Tropical Students, rev., 3: 

Hygienic customs of Jewish women, 60 

Hyperemesis (W. M. Crofton), 1480 

Hypertrophy, congenital. or giant growth of 
feet (H. H. Clutton), 748 

Hypnotism (Milne Bramwell), 83 re 

Hypnotism and its application to medicine, 
1464, 1524 ; 

— through the nose, attacking the, 


Hypotonia, congenital (Carey Coombs), 1414 


. Hysterectomy, for cervical fibroids (Dr. 


Haultain), 437; for fibroids in pregnancy 
(Dr. Barbour), 438; removal of cervix for 
(J. D. Malcolm), 870 

Hystero-myomectomy (Jolin W. Taylor), 1120 


) 


I.M.8. See Army, Indian 

Icebag in treatment of severe haemoptysis 
(Harold Downes), 1534 

Ichthyosis and its treatment (W. Allan Jamie- 


son), 362 

** Tdeal” Medical Diary and Visiting List for 
1907, rev., 148 

Idiopathic dilatation of colon. See Colon 

Tleo-caecal tuberculosis. See Tuberculosis 

Ilha’ do Principe, scientific mission on 
sleeping sickness to, 516 . 

Iliac affections simulating appendicitis (H. J. 
Waring), 993 

Illinois, tree diphtheria antitoxin in, 1302 

— maintenance of in workhouses, 


Immigration, dangers of, 524 

Immunization against bullets. 897 

Imperial Gazetteer of India, 1075 

Incipient insanity. See Insanity 

Income tax, 59. 179, 296, 1224, 1343, 1579 ; leading 
article on, 1010 

Income-tax law, proposed changes in, 1205 

Income tax and life assurance, 1094 

income tax and the medical profession in 
France, 1013 

Income-tax reduction, 781 ‘ 

Income Tax Reduction League, 1£01 

Incompatibility, 475 

Incurables, Royal Midland Counties Home 
for, 408; annual report. 408 

India, notes from, 45, 109, 172. 228, 285, 343, 
595, 714, 775, 835, 1146, 1271, 1567: Indian fac- 
tory conditions, 45: pesterine. 45; proposed 
Parsi General Hospital, Bombay 109; 
plague research laboratory, Bombay, 109; 
haemogregarine parasites of mammals, 172 ; 
larval characters in the classification of 
mosquitos, 228; asylums of the mission to 
lepers, 228; sanitary report, Bengal, 228 ; 
Haffkine’s avtiplague prophylactic, 285, 343, 
695; prevention of plague, 775, 1272; study 
leave, 714: blackwater fever, 714; sanitary 
reports, 835; Png A 835; plague near 
Darjeeling, death of Captain Swanzy, 1146; 
Indian Medical Service, 1146 ; health officer- 
ship of Calcutta, 1146; Pasteur Institute, 
Kasauli, sixth annual report, 1271; the late 
Captain Swanzy, 1272; infant mortality, 
1272; new Pasteur Institute. 1567; Grant 
Medical College, Bombay, 1567; death of 
Major Moir, I.M.8., 1567 

India, plague in, 94, 273, 455. 642, 775, 878, 1018, 
1075, 1146, 1210, 1261, 1317, 1443, 1452 ; railway 
appointments in, 724; paid appointments 
to staff surgeoncies, etc., in, 843: mor- 
tality from snake poison in, 954; tenure 
of medical staff appointments in, 1099; 
cerebro-spinal fever in, 1140; plague deaths 
in, 1210, 1452 ; cancer in, 1563 

India, British medicine in, 1245 

Indian army. See Army 

Indian Medical Service, 1146; history of, 1260 

— tea district, prevention of disease in, 


Indiana, proposed sterilization of criminals 
n, 
“ns, Oglala Sioux, tuberculosis among, 


Industrial accidents and diseases, 602 

Industrial diseases, instruction in, 1083 ; com- 
pensation for: report of departmental 
Committee, 1311 ; annotation on, 1321 

Inebriates Acts. See Acts 

Inebriates, Brentry Home for, 1074 

Inebriates, Girgenti Home for, 170 

Inebriates, London County Council and, 1387 

Inebriates, treatment of, 769, 1374; Homes for 
Inebriates Association: Dalrymple House, 
Rickmansworth : report, 1374; Lancashire 
Inebriates Reformatory report, 1374 

Infant life a ae 341, 588 

Infant mortality. See Mortality 





Infanticide, case of (0. H. Garland), 1182 

Infantile diarrhoea. See Diarrhoea 

Infants in pwblic-houses, 586; nephritis in 
(George Carpenter), 813; whole milk for, 
908; organization of consultation for in 
France, 1089 ; eggs in diet of (W. Midelton), 
1302 ; (T. Clifford Last) 1573 

—* sudden death in (J. Anderson Smith), 


a disease conveyed by domestic 
pets, 
— diseases and midwifery practice, 


Infectious hospitals. See Hospitals 
Infiltration anaesthesia. See Anaesthesia 
Infirmaries, parochial, tuberculosis in, 769 
—* County Antrim, annual report, 


Infirmary, Bangor Workhouse, insanitary 
condition of, 

Infirmary, Bath Eye, 1C€98 

Infirmary, Birmingham Workhouse: Tetanus 
from self-inflicted wound, serum _ injec- 
tion, recovery (reported by E. R. Thomp- 
son), 1054 

Intirmary, Bradford Royal, 467, 772, 1020, 1145, 
1512 ;annual meeting. 467 ;appointments,772 : 
finances of, 1020: and ‘** Recommendations,” 
1145; appeal, 1512 

Infirmary, Bristol Royal, 467, 773; annua 
meeting 467: pathological report, 773 

Infirmary, Cardiff, 529, 956, 1331, 1512 ; supple- 
mentary report, 529; form of tender for 
milk supply, 1331 

Infirmary. Dundee Royal, 527; cancer pavi- 
lion of, 527 

Infirmary, Edinburgh Royal, 46, 106, 465, 711, 
1211, 1270, 1329, 1389, 1456, 1566 ; elections, 46 ; 
report for past year, 106 : resignation of lady 
superintendent, 465; appointments, 1211 ; 
Residents’ Club, 1270; water supply of, 1329 

Infirmary, Glasgow Royal, 284, 201; superin- 
— report, 284 ; post-graduate classes, 


Infirmary, Glasgow Victoria, 34: meeting of 
governors, 34 

Infirmary, Glasgow Western, 46, 465, 1329; 
extension of, 46; annual dinner, 465; 
changes at, 1329 

— Highfield Poor-law, 467: dispute, 


Infirmary, Ingham, annual report, 1343 

Infirmary, Kidderminster, and Children’s 
Hospital: Case of congenital syphilis, 
unusual symptoms (under the care of J. 
Lionel Stretton, reported by Wilson Smith), 


140 

Infirmary, Leeds General, 50, 285, 467, 592, 772 ; 
resignation of W. H. Brown, 50, 285; elec- 
tion of honorary assistant surgeon, 467: 
appointment of surgical registrar, 592; 
annual meeting, 772 

Infirmary, Leicester, 475, 529: annual report, 
475 : new ward block at, 529 

Infirmary, Leigh, case of complete separation 
of rectum from anus (reported by J. Sack- 
ville Martin), 1424 

Infirmary, Liverpoul, for children, 167, 340; 
opening of new wing, 167, 340 

Infirmary, Liverpool Royal, 108, 167, 340; 
annual meeting, 108; appointments, 167 ; 
report, 340 

Infirmary, Manchester Royal, 18, 1303, 1511; 
case of hair bail in the stomach (F. G. Pell- 
Ilderton), 18; bayonet wound of stomach 
(reported by P. R. Wrigley), 1303 ; increased 
accommodation, 1511 

Infirmary, Newcastle-upon-Tyne, Royal 
Victoria, 49, 407 624, 1145; appointment of 
gynaecologist, 49; ball for funds, 49; in- 
fluenza epidemic, 49; festivities, 49; annual 
meeting, 407; case of strangulated Littré’s 
hernia with gangrene. and perforation of 
the Meckel’s diverticulum, resection of the 
gut, recovery (H. Brunton Angus), 624; 
changes in administration, 1145 E 

Infirmary. Radcliffe, Oxford, 971; 136th 
report, 971 

Infirmary, Rochdale, 34; retirement of Dr. 
Richard Burdett Sellers, 34 

Infirmary, Shipton Union, 833 

Infirmary, Sunderland, acute yellow atrophy 
of liver (G. Blacker Morgan), 200 ; intestinal 
obstruction caused by gall stone (William 
Robinson), 867; foreign body in appendix 
abscess (W. Percy Blumer), 1119 

Infirmary, Wrexham, case of artificial anus, 
resection, recovery (reported by E. M. 
Watkins), 140 

Inflammation. review of books on, 1307 

Influence of feeding in typhoid (See Fever, 
Enteric); of rainy winds on phthisis. See 
Tuberculosis 

Influenza, in Newcastle, 49; in Vienna, 1024 

Influenza commencing with sudden uncon- 
sciousness, and excessive dyspnoea (Wil- 
fred Harris), 

Influenza and epistaxis (H. Swarbrick Brown), 
a: (J. Pugh-Jones), 562; (J. E. Turnly), 


56 
Influenza and urticaria (J. Reid), 1301 
— whooping-cough and its relation 
0, : _ 
Infringements of the Medical Acts by limited 
liability companies, 1 : 
Ingleby-lectures,..See Lectures 
Inguinal hernia, See Hernia 
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INNES, Surgeon-General Sir JOHN HARRY 
hea 151 

Innsbruck, 

Inoculation, Lady Mary Wortley Montague 
on, 1315 

Inquests, coroners and. See Coroners 

Inquests in London workhouses, 1387 

Insane, after-care of. 455 

Insane, anthropometry of, 1204 

Iasane, family care of, in Germany, 647 

Insane, pauper, after-care of, £87; cost of, 
713; removal of to workhouse ivr certifica- 
tion, 844, 909 

Insanitary barracks, 1563 

Insanitary restaurants, 1236 ; 

Insanitation at Somers Town, 710; in metro- 
politan factories and workshops. 832; at 
Draperstown, 954 ; of Kingstown Barracks, 
1018. See also Sanitation 

Insanity, its causes and increase (George Hy. 
Savage), 622, 682, 742 : : - 

Insanity and alcohol (leading article), 761 __ 

Insanity, alleged increase of, 527; (leading 
article on), 947 ‘ 

Insanity, incipient, treatment of (Ernest W. 
White), 646 . 

Insanity, judicial conception of, 770, 901, 988, 
1022 


Insanity in murder trials, 1209 
Insanity, prognosis of (A. KR. Urquhart), 636. 
See also Mental diseases 


Insanity, reviewof books on, 1539. See also 
Mental diseases 
Inspection of food imports. See Food 


Instep arch sock, Holland's, 942 

Institute of Chemistry of Great Britain and 
Ireland: candidates for examination, 216 

Institute of Medical Sciences. 589, 1515 

Institute of Public Health, the Royal. 
Public health 

Institute, Royal Sanitary, 1266, 1513; dinner, 
1266 


See 


Institution, Liverpool Medical, 81. 201, 318, 
, £01, 687, 749, 815, 870, 933, 1057, 1184; 

duodenal ulcer and lung absce:s (G. P. 
Newbolt), 81; operations during typhoid 
fever (W. Thelwall Thomas), 81; acute 
ivmphatic leukaemia (PR. J. M. Buchanan), 
#1; medical worthies (A. Cassels Brown), 
82; acute haemorrhagic pancreatitis (W. 
Thelwall Thomas), 2¢1 ; etiology of inguinal 
and femoral hernia (R. W. Murray), 201; 
ventrifixation in hackward displacement 
of uterus (Dr. Briggs), 201; new refracto- 
meter (Karl Grossmasn), 318; syphilis 
ef the lung (R. J. M. Buchanan), 318: 
surgical treatment of focal epilepsy 
<Damer Harrisson), $18: gametoid theory 
of cancer (C. E. Walker), 30 ;: submucous 
resection of nasal septum (W. Permewapn), 
501; pulsating cxophthalmos (A. Nimmo 
Walker), 501: housing of the working 
¢lasses in Liverpool (&. W. Hope), 501; 
<cleido-cranial <dysostosis (J. Hill Abram), 
68/ ; recurrent paralysis of ocular muscles 
(R. J. Hamilton), 687: cataract extraction 
(Richard Williams), 687; malaria (J. Lloyd 
Koberts), 687; nephrectomy for renal sar- 
coma in children (K. W. Monsarrat), 749; 
plexiform neuroma (G. G. Hamilton), 749: 
variations in the “normal temperature” 
<«W. Carter), 749: anew astigmometer (K. 
Grossmann), 749; surgery of warfare and 
eatastrophe (Arthur Evans), 749; papers 
and cases, 815, 871: erratum, 815; vaccine 
serums and infections (Nathan Raw). 871: 
suppurative cholecystitis (f. C. Littler 
Jones), 933; benign cysts in long bones (R. 
Jones and Morgan). 933; mercury in 
modern therapeutics (Wm. Carter), 934; 
lymphatic leukaemia (Dr. Warrington), 
934; cortical development ‘J. Shaw Bolton 
and George A. Watson), 934: chronic sup- 
purative otitis media (E. M. Stockdale), 
1057: three unusual cases of empyema 
(W. B. Warrington), 1057: diagnosis of 
abnormal chest conditions (John Hay), 
1057; nucleo-albuminuria (T. R. Bradshaw), 
1184; intratracheal injections (Colin Camp- 
belland Dr. Masson), 1184: cerebro-spinal 
meningitis (C. Rundle and W. 8. Williams), 
1184; renal and ureteral calculi (W. Thel- 
wall Thomas), 1184 

Tustitution, Metropolitan Convalescent, an- 
nual meeting, 1402 

Tastitution, Southern Surgical and Gynacco- 
logical, Transactions, rev., 87 

Instruments and drugs in purchase of part- 
nership, 1342 

Iusurance for medical practitioners (leading 
article), 1077 

—ee with othér men’s patients, 295, 


Intestinal obstruction. See Obstruction 
Larter iy baring See Worms 
Intestine, large. foreign body in (reported b 
J.T. Moore), 376 ; . 
Tatestine, small, multiple internal diver- 
ticula (invaginations?) of Scot 
Skirving), 256: correspondence on, 540 
Intra-abdominal malignant disease. See 
Malignant 
Intra-tracheal injections (Colin Campbell and 
Dr. Masson), 1184 
Tntra-uterine strangulation (M. Henry). 866 
ntussusception, acute (W. G. Williams), 435 
(Harold Barnard), 814 
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Intussusception causing acute intestinal 
obstruction in an adult (G. 8. Thompson), 


867 
Intussusception, review of books on, 1427 
Invertebrates, eyes of (Leslie Buchanan), 1356 
Jodine in vomiting of pregnancy, 60 
Iodine-spirit catgut (J. Scott Kiddell), 809; 
(C. Hamilton Whiteford). 866, 971 
Ireland. notes from, 47, 106, 170, 225, 283, 339, 
407, 466, 526, 594, 52, 711, 771. 834, 902, 957, 1020, 
1088, 1145, 1211. 1270, 1328, 1389, 1454, 1513, 1£66 ; 
suggested State Medical Service in Ireland, 
47, 662; new lunatic asylum for Belfast, 47; 
opening of the new fever hospital, Belfast, 
48 ; re-election of medical orticer, 48 ; sequel 
to the election, 340; Sir John Byers. 106; 
report of Registrar-General for Ireland, 
1905, 107: health of Belfast, 107, 283, 339, 
466, 594, 652, 1390. 1454 ; Belfast Health Com- 
mission, 692. 711, 771, 957, 1020. 1088, 1145, 1270, 
1328; insanitary dwellings in Belfast, 170, 
834: epidemic of cerebro spinal fever in 
Belfast, 170, 284, 711; debt of medicine to 
jreland, 170, 226; Trinity College Commis- 
sion, 170, 225: sad death of a medical 
student, Belfast, 226: election of resident 
medical superintendent, Cork Lunatic 
Asylum, 226; Koyal College of Surgeons, 
Ireland, 283, 1328; annual dinner, 283; 
Belfast opinion of the new university 
scheme, ; in the Belfast slums, 283; 
Cork guardians and the Poor-law Commis- 
sion, 284; university education in Ireland, 
339, 1389 : Royal Medical Benevolent Society 
of Ireland, 333; school hygiene, 239: 
medical High Sheriff for Beliast, 339; Bel- 
fast Hospital for Sick Children, 339; resus- 
citation ofthe apparently dead, 240: sequel 
to Cahirconlish Dispensary election, 340; 
Forster Green Hospital for Copsumption, 
Beliast, 340; university question in Ireland, 
107, 466, 526, 652 711, 771, 9v2, 1389. 1566 ; univer- 
suty question in Cork, 4€6; Ulster Medical 
Svciety, 626: certificates of vaccination, 
527; Koyal Victoria Eye and Ear Hospital, 
Dublin, 527; impure water supply, 527; Bel- 
fast water supply. 527; salaries of dispen- 
sary doctors, 594, 1454; Trinity College and 
the university scheme, 652; sanatorium for 
coasumptives. 711; inspector of anatomy, 
711; National Hospital for Consumption,711 ; 
defence of Trinity College, 771: primary 
education in Belfast, 771; Monkstown Hos- 
pital, 771; Royal City of Dublin Hospital, 
854; Orthopaedic Hospital of Ireland, 234; 
Queeu’s College, Belfast, &34: Royal Victoria 
hospital, Belfast, 834; trish University Bil), 
£02, 1389: Queen’s College, Galway, 902; 
typhoid fever iu Cork District Asylum. £02; 
County aud City of Cork Lying-in Hospital, 
9)2; failure and success, 1021; Rotunda 
Hospital, annual report, 1021 ; Meath: Hospi- 
tal, annual meeting, 1021; alleged bribery 
at an election in Limerick, 1021 : sanatorium 
for Consumption at Cork, 1088, 1145, 1513; 
Trish Medical Association, 1211, 1454; King’s 
Coronation National Fund for Nurses in 
Ireland, 1211; post-graduate classes at 
Trinity College, Dublin, 1211; Women’s Na- 
tional Health Association of Ireland, 1212: 
post-graduate study, 1212, 1328; proposed 
tuberculosis dispensary for Belfast, 1212; 
County Antrim Infirmary annual report, 
1270; post-graduate class at Royal Victoria 
Hospital, 1270; Richmond Hospital, Dub- 
lin, 1328; Royal Medical Benevolent Fund 
Society of Ireland: Belfast Branch. 1328; 
annual meeting, 1389: prevention ef con- 
sumption, 1328; Royal College of Sur- 
geonsin Ireland, annual mecting, 1389; 
féte at Queen’s College, Belfast, 1390: 
Queen’s College, Cork, retirement of Pro- 
fessor Charles, 1390; testimonial to Pro- 
fessor Charles, 1454; Royal Sanitary Insti- 
tute, 1513: Mater Infirmorum Hospital, 
Belfast, 1513; Belfast Board of Guardians, 
1513; accommodation for consumptives at 
Belfast, 1566 
Ireland, midwives in, 723: Aeseulapius in, 
ma Poor-law inmates and lunatics in, 
5 
= Constabulary Barracks, sanitation of, 


Irish Council Bill. See Bill 

Irish University question. See University 

Isolation hospitals. See Hospitals 

Italian Red Cross Society. 1399 

Italy, scheme for sanitary service on trains, 
1£6; number of public hospitals in. 156; 
quackery in, 210; cancer research in, 216 


J. 


JACKSON, EDWARD: The Ophthalmic Year Book, 
rev., 86 

JACKSON, GEORGE: Mount Estoril, 31 

JACKSON, HUGHLINGS: His views on tlhe 
funetions of the cerebellum (Sir Victor 
Horsley), 803 

JACKSON, WILLIAM: A horse dcctor and an 
ass, 180 





Jacon, F. H.: Diagnosis of mediastinal 
tumours, 144; diagnosis and treatment of 
some diseases of the skin, 205; case of 
haemoptysis, 991; case of urticaria pigmen- 
tosa treated by « rays, 1301 

Jacoby, S.: Janresbericht iiber die Leistungen 
und Fortschriite auf dem Gebiete der Erkrank- 
unyen des Urogenital Apparates. rev., 148 

Jamaica, the earthquake in, 165, 219, 274, 348, 
847, 1012; (Arthur J. Evans), 348; medical 
practitioners in, 1012 

— BROOKSBANK: Stereoscopic vision, 

8 

JAMESON, Surgeon-General JOHN LYSTER, 
obituary notice of, 177 

JAMESON, W. E.: Vaccination of the cornea, 
198 

James Watson Lectures. See Lectures 

JAMIESON, W. ALLAN: Ichthyosis and its 
treatment, 362 

JANIN, F.: Die Koronararterien des Men- 
echlichen Herzens unter Normolen und 
Pathologischen, Verhaltnissen Wargestellt in 
Stereoskopischen Réntgenbildern, rev , 1368 

Japan, vaccination in, 78; foreign doctors 
in, 1135: and the Red Cross Conference, 
1214; suicide in, 1217 

Japanese hot baths. See Baths 

Japanese Navy, Medical Service of, 1369 

Japanese Sanitary Department. 102 

JARDINE, ROBERT, Clinical Obsiet~ics, rev., 
a epilepsy and puerperal eclampsia, 


JASTROW JOSEPH, The Subconscious, rev., 266 

Jaws, tumours of. pathology and treatment 
of (Frederic Eve), 1525 - 

JAVAL, EMILE, obituary notice of, 238 

JAY, Brigade-Surgeon WILLIAM, 
notice of, 1521 

Jejunum, cancer of. See Cancer 

JELUEIT, HENRY: Case of uterus with cancer 
ot both cervix and fundus, 82; sterilization 
of catheters, 499; technique of operations 
in the appendages, 500 

JENKINS, E. LYNN: Incubation of 
fever, 199 

JEPHSON, HENRY: 
London, rev., 937 

JEPSON, EDWARD : Inspection of elementary 
school buildings, 779 

— WALTER H.: Albuminuric retinitis, 
7z 

Jewish women, hygienic customs of. 0 

JOFFRE, JUAN GILBERTO : Pioneer in humane 
treatment of insane, 701 

Johannesburg, small-pox in, 825 

JOHNSON, RAYMOND: Spontaneous rupture 
of meningocele, 499 

— STEWART: “ Hospital abuse,” 1404, 

4 

JOHNSTONE, THOMAS: Treatment of pneu- 
monia, 

JOHNSTON, R. MCKENZIE: 
future of the Association. 1150 

JOHNSTON-LAVIS, H. Apprenticeship 
system, 848 

— D. Ruys: Late Dr. Markham Skerritt, 


obituary 


scarlet 


Sanitary Evolution of 


Charter and 


JONES, H. LEWIs: Treatment of rodent ulcer 
by zine ions, 364; Medical Electricity: A 
Practical Handbook for Students and Practi- 
tioners. rev., 381 

JONES, LAWRENCE: Operative treatment of 
ascites, 748 

JONES, ROBERT : On Osseous Formations in and 
about Muscles due to Injury (Traumatic 
Myositis Ossificans), rev., 322 ; benign cysts of 
long bones, 933 

JONES, T. C. LITTLER: 
cystitis, 933 

— W. BLACK, appointed J.P. for Brecon- 
shire, 

JONES, W. E. : Case of scurvy occurring in a 
diabetic, 197 

Jordan, bottled water of, 180 

JORDAN, F. W.: Chronic sneezing, 847; pro- 
posed Manchester University Lodge, 9:2; 
income tax and life assurance, 1094 

JORDAN, J. FURNEAUX: Notes on treatment 
of myoma of uterus, 187; appointed J.P. for 
city of Birmingham, 216 

JORDAN, WALTER : Mediastinal growth, 1120 

JOWETT, WALTER: Notes on Blood-Serwa 
Therapy, Preventive Inoculation and Tozinand 
Serum Diagnosis, rev., 939 

JUBB, ARCHIBALD : New medical saint, 664 

Judicial conception of insanity. See Insanity 

Juvenile smoking, Bill to prevent in France, 
95; prevention of in Australia, 227; state- 
ment from Home Secretary, 274 


Suppurative chole- 


K. 


Kala-azar (Leonard Rogers), 427, 490, &57; 
leading article on, § 

Kala-azar, unsuccessful attempt to convey to 
animals (F. Percy Mackie), 1263 

KAMEN, LuDWIG: Die Infektionskrankheiten 
Nichsichtlich ihrer Vestseitung, Verhiitung und 
Behdmpfung, rey., 1306 

KARL THEODOR OF BAVARIA, DUKE, order for 
Art and Science conferred upon, 281 

Kasanli, Pasteur Institute at, 6th annual 
report, 1271 
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Kray, J. H.: Hospitals and clubs, 717. 962 

KEEN, WILLIAM WILLIAMS (Editor): Surgery, 
its Princi,.les and Practice, rev., 754 

KEETLEY, C. B.: Prevention of Cancer and its 
relation to that of some other Diseases and 
Calamities, rev., 1189 

Keighley, health of, 833: the guardians and 
their public vaccinators, 839, 1330 

KELLOCK, T. H.: Excision of shoulder-joint, 
new method, 499 

KELLY, A. O. J. (Editor): International Clinics, 
rev., 634 

. ELLY, E. H., appointed J.P. for county of 
Lanark, 946 

— HOWARD: Oyerative Gynaeculogy, rev., 
754 


KELSCH, M.: Recent vaccinations in Paris, 


83 

Kemp, W. Rous: Deafness in myxoedema, 
375 

KENEALY, ARABELLA: Evidence of before 
Royal Commission on Vivisection, 1370 
1429 ; a correction, 1433 ; 

KENDALL, HERBERT W., obituary notice of, 
55 


KENNEDY, ROBERT: Regeneration of nerves, 


KER, C. B.: Intubation of larynx. 1122 

KERIN, &. C. B.: Standard of medical degrees 
of the University of London, 906 

KERN, BERTHOLD: Das Wesen des mensch- 
lichen Seelen- und Geistes leben als Grundriss 
einer Philosophie des Denkens, rev.. 873 

KEVERN, G. TRAVERS: Therapeutic use for 
gall stones, 604 

KIDD, Miss B. E.: 
sectionism, 1200 

Kipp, Percy: Late Dr. Schorstein and medi- 
cal education, 535 

Kidney, congenital absence of one, 912 

Kidney, action of pituitary extracts upon, 
461 


Humours of antivivi- 


‘* Kidney, operations on,” 599, 659 

Kidneys in obstructive suppression of urine 
(Mr. Gamgee), 1120 

‘Kill dying consuimptives,” 1380 : 

KILVINGTON, BASIL: Regeneration of nerves 
with regard to surgical treatment of certain 
paralyses, 988 

KING, ARTHUR: Influence of 
meat diet on fertility, 1029 

KING, COLIN: Rupture of right bronchus by 
injury, 1238 

King, honour from. See Honour 

King Edward’s Hospital Fund. See Fund 

KING, JAS. W.: Deafness in myxoedema, 562 

Kingston Barracks, drainage at, 1387 

Kinsey, R. H.: Ethical aspects of medical 
consultation, 534 

KINSEY-MORGAN, A.: 
winds on phthisis, 346 

Kirby, E, D.: Charter and the Constitution, 
1214 


an excessive 


Influence of rainy 


Kirt, TH.: Textbook of Comparative General 
Pathology for Practitioners and Students of 
Veterinary Medicine, rev., 939 

KJER-PETERSEN, R.: Uber die numerischen 
Verhiltnisse der Leukocyten der Lungentuber- 
kulose, rev., 831 

KLAUSSNER, ¥.: Ueber das psychische Verhal- 
ten des Arztes und Patienter vor, bei und nach 
der Operation, rev., 146 

KLEIN, E.: Studies in the Bacteriology and 
Etiology of Oriental Plague, rev., 691 

Knife for enucleating large tonsils, 1308 

Knopr, Dr., and the killing of dying con- 
sumptives, 1380 

— JOHN: Letter from Charles Lever, 


KocHu, Professor, on sleeping sickness, 152; 
jubilee of the tubercle bacillus, 775 

KOENIG, FRANZ: Die Tulberculose der men- 
schlichen Gelenke, sowie der Brustwand und 
der Schiidels, rev., 321 

KOENIGSBERGER, LEO: Hermann von Helm- 
holtz, rev., 83 

KOPKE, AYRES: Treatment of sleeping sick- 
ness by atoxyl, 281 


L. 


LA FRENAIS. See FRENAIS 

Laboratories. radium in Paris, demonstra- 
tion in, 1554 

Laboratories, 
search, 1135 

or of Pathology and Public Health, 
status of, 1463 

ey of the Royal Colleges, Edinburgh, 


Wellcome Physiological Re- 


Labour legislation, 1207 

Labour, heart disease in relation to (G. F. 
Blacker), 1225 

Labour, obstructed, due to osteo-sarcoma of 
pelvis (M. B. Ray), 191 

Lacrymal bone, fracture of, with perforation 
of lacrymal sac (C. Marsh Beadnell), 1054 

Lacrymal obstruction, treatment of (J. 
Herbert Parsons), 417 

Lacrymal sac in the economy of 
(J. Jameson Evans), 419 

Lactation, influence of an excessive meat diet 
on (B. P. Watson), 193 


vision 





Lady doctor, the first, 952 

Lady and the larynx, 416 

Laevulose in diabetes, 239 : 

LAFFAN. THOMAS : The apprenticeship system, 
176, 476; union hospitals and the training 
of midwives, 1517 ae 

LAGARDE, Dr. : La Prothése par les injections de 
Paraffin, rev., 1 

LairD, J. N.: Dracontiasis, 356 

LAKING, Sir FrANeis: ‘“‘Honourable augu- 
mentation ” to arms granted to, 893 

Lamarck, proposed statue to, 91 

LAMB, Dr. : Spontaneous cure of empyema of 
antrum, 625 

LAMBELLE, F. W. : Trypsin in cancer, 113 

Lambeth Poor-law School, 832 ; 

LAMBKIN, Brevet-Colonel J. J., appointed 
lecturer in syphilology at Royal Army 
Medical College, 103 

Lancashire, notes from, 48, 341, 408, 529, 1020, 
1087, 1330; cancer research at Manchester, 
48; a fructifying example (reduction of 
infant mortality at Eccles), 48; Midwives’ 
Protection Association, 49; David Lewis 
epileptic colony, 341: Lancashire and 
Cheshire Society for Permanent Care of the 
Feeble-minded, 341; infant life protection, 
341; gratuitous attack on Poor-law medical 
officers, 408, 529; police, public, and medical 
profession, 409; infant mortality in Wigan, 
1020; food poisoning in Wigan, 1087: Sir 
Rubert Boyce, 1330; Liverpool Port Sani- 
tary Medical Officer’s report, 1330 

Lancashire and Cheshire Branch, election 
to the Central Council of the Association, 


780 
Lancashire Inebriates Reformatory report, 
1374 


LANCASHIRF, G. H.: Tuberculous skin dis- 
eases, 1059 

LANDON, ETHEL, reports case of Caesarean 
section complicated by round worms, 200 

LANE, Brigade-Surgeon BENJAMIN, obituary 
notice of, 1520 

LANE, W. ARBUTHNOT : Operative treatment 
of fractures, 1037 

— .: Degeneration in Families, rev., 

LANGMEAD, Dr.: Association of tetany with 
dilatation of large intestine in children, 
141 


Lap guage, international, 270, 327 

LANNELONGUE, Professor: Urinary toxicity 
in appendicitis, 1332 

LAQUER, B.: Die Trunksucht und Ihre Abwehr. 
Beitraige zum gegenwartigen Stande der alko- 
holfrage, rev., 1124 

Larval characters in the classification of mos- 
quitos, 228 

Laryngeal cancer. See Cancer 

Laryngeal tuberculosis. See Tuberculosis 

Laryngological Association. See Association 

Laryngological Society. See Society 

Laryngoscopy, moustache clip for, 942 

Laryngotomy. preliminary (J. W. Bond), 7; 
yee T. Butlin), 7; correspondence on, 


Larynx, partial dislocation of (Harold 
Walker), 78 ; correspondence on, 356 

Larynx. epithelioma of, in a young man 
(Harold Barwell), 1236 

Larynx, intubation of (C. B. Ker), 1122 

Last, T. CLIFFORD: Eggs in the dict of in- 
fants, 1573 

Lasting cure, a, 416 

Lateral curvature, unnoticed (W. F. Sommer- 
ville), 1238 

Latest antivivisectionist invention. 
vivisectionist 

LATHAM, ARTHUR : Proposed union of medical 
—_— 54, 412; union of medical societies, 


See Anti- 


LATIMER, H. A.: Charter and future of the 
Association, 1149 

Law, 8. HoRACE: Leontiasis ossea, 263 

Law as to removal of house refuse. See 
House 

LAWRIE, EDWARD: Delayed chloroform 
poisoning, 781 : alleged action of chloroform 
on the heart, 1020 

LAWSON, ARNOLD: Streptococcic infection of 
conjunctiva, 318 

en Davipd: Danger of the sanatorium, 


LAYET, ALEXANDRE: Hygiéne et Colonisation. 
La santé des Européens entre des tropiques, 
rev., 504 

LAZARUS-BARLOW, W. S.: Diagnosis of endo- 
thelioma, 628 ; Archives of Middlesex Hospital, 
rev., 634 

LEACH, E. : Salicyiism and epistaxis, 931 

LEACH, ERNEST: Acute pelvic abscess fol- 
lowed by acute obstruction, 1050 

LEACH, JOHN COMYNs, obituary notice of, 


Lead and arsenic in tartaric acid, citric acid, 
and cream of tartar, 1139 

Lead poisoning, ‘“enterospasm” caused by 
(Horace R. Wilson), 1054 

Lead poisoning, factory inspectors and, 1017; 
at the dockyards, 1085 

Leading Articles, 35. 96, 157. 217, 275, 330, 398, 
457, 517, 582, 644, 703,761, 891, 947. 1010, 1077, 1136, 
1203, 1262, 1318, 1377, 1445, 1502 1555; the Asso- 
ciation and the Fund Bill, 35; syphilis and 
marriage, 35; public health service of Eng- 
land and Wales, 36 ; medical aspects of the 





Parliamentary session, 96; general medica} 
inspection of schools, 97, £82; research in 
tropical medicine, 157 ; trypsin treatment 
of cancer, 158: the new Advisory Board, 
159 ; cancer problems, 217, 1446; note on, 281 ; 
Star Chamber of Surgery, 218; teeth of 
school children, 275; Irish university ques- 
tion, 276 ; professional misconduct and the 
law, 276; Royal Commission on Tuber- 
culosis, 330; tuberculosis in school chil- 
dren, 331; reports in the Sut PLEMENT, 398; 
nomenclature of synthetic medicines, 368 ; 
mental prophylaxis in childhood, 399 ; anti- 
vaccination in the Commons, 47; sanitary 
education of the army, 458; Vivisection 
Commission, 517; the territorial army and 
its medical corps, 518 ; epidemic cerebro- 
spinal meningitis, 518; medical supervision 
of schools, £82; kala-azar, 583: the latest 
antiviviseetionist invention, 583 ; teaching 
and examivation, 584; prophet of quackery, 
644; morbid pleasure, 645; an poraesen! 
and an appeal, 703; cancer cures, 1703 ; 
security of tenure for medical officers, 761 ; 
alcohol and insanity, 761; tubercle bacillus 
in milk, 763; debt of surgery to Lister, 824 ; 
the Charter, 825, 1377; University of London 
and medical education, 891; mind and the 
brain, 891; ophthalmic quacks in America, 
892 ; alleged increase of insanity, 947: some 
recent research work on anaesthetics, 948; 
shifting the income-tax burden, 1010; civil 
ambulances in Germany, 1011: insurance 
for medical practitioners, 1077; humours 
of antivivisectionism, 1078; matters for 
discussion by the Divisions, 1079; liability 
of medical men under the Workmen’s 
Compensation Act, 1136; experimenta} 
investigation of cerebro-spinal fever, 1137; 
Royal Soc.ety conversazione, 1137; pharm- 
acology and experimental research, 1203; 
anthropometry of the insane, 1204 ; charters 
of medical ethics, 1262; a hopeless cause, 
1263: demonology and disease, 1264; debate 
on the Vaccination Bill, 1318; fashion and 
physic, 1319; problems of medical educa- 
tion, 1378; teaching of midwifery, 1378; 
General Medical Council and the Associa- 
tion, 1445: ancther cancer ‘** boom,” 1446; 
healing silence, 1502: small holdings and 
national physique, 1503; King Edward’s 
Hospital Fund for London, 1£04: medical 
menand the Workmen’s Compensation Act, 
1655; vital statistics of ten years, 1555; 
sleeping sickness conference, 15&6 

League, antituberculosis, in America, 946 

League against death, 1143 

— . B., case of sulphaemoglobinaemia, 

Lecture, Hunterian, 248 

Lectures, the Ingleby, 1271 

Lectures, James Watson, 789 

Lectures at the London Colleges, 224 

Lectures, the Lumleian, €22. 682. 742 

Lectures, the Milroy, 427. 490, £57 

Lectures, the Morison, 636 

Lectures, Oliver-Sharpey, 1041, 1111 

Lecturers on surgery at St. Bartholomew’s 
Hospital, 1731-1906 (D’Arey Power), 211 

Leeds, notes from, 50, 168, 285, 341, 528. 1£65; 
the General Infirmary, retirement of W. H. 
Brown, £0, 285; the Public Dispensary, 50: 
Association for Prevention and Cure of 
Tuberculosis, 50; low death-rates, 168; 
adulteration of food, 168; the snowfall and 
the unemployed, 168; University Court 
dinner, work of the West Riding 
County Council, 168; dinner of the Court oi 
the University, 341; Hospital for Women 
and Children, 342; distribution of the Hos- 
pital Sunday Fund, 342 : prosecution for the 
sale of unlabelled margarine and watered 
milk, 342; afforestation of Washburn area, 
528; Workpeople’s Hospital Fund, 528 : por- 
traits of Professor T. Clifford Allbutt and 
Mr. T. Pridgin Teale, 1565: posi-zraduate 
course at Leeds Public Dispensary, 1565 | 

—_ sanatorium treatment of phthisis in, 

Leeds University. See also 
West Yorkshire 

i Davip : Administration of salicylates, 


See University. 


LEFAS, E. : La Technique Histo-Bactériologique 
Moderne, rev., 1307 ‘ 
LE Fur, R.: Maladies des Organes Génito- 

— de UHomme et de la Femme, rev., 


Legal authority of the General Medica} 
Council, 1504 . 

Legal interpretation of professional miscon- 
duct, 1447 

Leicester Division and Lutterworth 
dians, 764 . 

Leicester, notes from, 529; new ward block 
at the infirmary, 529 ’ 

LEIPER, R. T.: Etiology and prophylaxis 
of dracontiasis, 129; distribution of the 
*“* American ” hook worm, 683; two new 
genera of nematodes occasionally parasitic 


guar- 


in man, 1 : 
LEISHMAN, Lieutenant-Colonel W.  B.: 
Observations on the spirochaetes of 
relapsing fever and _ tick fever, ; 


typhoid inoculation in the army, 686 } 
Leisbman-Donovan body, extra-corporea 
stages of Herpetomonas and, 1558 
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Leith, school hygiene in, 445 . 

Lens and iris, traumatic expulsion of, fol- 
lowed by uneventful healing without 
treatment (Michael A. Teale), 375 

Leontiasis ossea (S. Horace Law), 

LEOPOLD, G.: Ueber ein sehr junges inensch- 
liches Et in situ, rev., 756 

LE PAGE, JOHN F.: Post-partum haemorrhage, 
185, ess — 
eper politicians, 

ion oe Robben Island, 170, 220; asylums 
of the mission to (in India), 228 | ao 

Leprosy, repression of, 220; in_ British 
Guiana, 410; intestinal origin of (H. Lech- 
mere Clift), 931 

Letters, notes, etc. Sce Notes 

Leucocytes, digestive powers of (C. A. Bal- 
lance), 143 

Leucocytosis, remarkable, in a case of em- 
pyema (reported by E. L. Bunting), 1182 

Leukaemia, acute lymphatic (R. J. 
Buchanan), 81; (Or. Warrington), 934 

Leukaemia, splenic, complicated with gout 
and albuminuria (George Parker), 1170 

LEVER, CHARLES, note on, 33, 27 

Levy, A. G.: Evaporation of chloroform 
during inhalation, 53 

Lewis, sanitary condition of, 651 

LEwIs, ARTHUR J. : Wandering spleen, 1237 

Lewis, H. K., medical library and reading 
room, 702 

LEwIs, H. WOLSELEY: Increase of asylum 
population, 1142 ; 

LEWIS, ROBERT TRAVERS, obituary notice of, 
115 

Lewis. THOMAS: Pulsus bisferiens, 918; 
effects of respiration on the circulation, 
1093, 1217 

Ley, BE&RNARD, awarded Gilbert Blane 
medal, 600 

LEYDEN, Professor von, made Acting Privy 
Councillor with title of ** Excetlency,” 953; 
retirement of, 1554 

Liability for attendance on domestic ser- 
vant, 57,116; for attendance on employee, 
178; of beekeepers, 1283 - 

Liability of medical men under Workmen’s 
Compensation Act. See Act 

Libel by flattery, 102, 841 

LLibsria, malaria in, 878 

Licking the fingers, 972 

Lie, a running, 830 

Life Assurance Company, statistics of. 828 

Life assurance and income tax. See Income 

Life policies, medical examination and, 1164 

Ligation of renal vessels for cure of per- 
sistent urinary renal fistula (Major M. P. 
Holt), 1304 , 

— THOMAS: Trypsin in cancer, 
720 


Limerick, alleged bribery_at an election, 1021 

LIND-AF-HAGEBY, Miss: Debate on _ vivi- 
section, 1255; leading article on, 1263; 
annotation on, 1322; communication from 
re ‘** A Hopeless Cause,” 1443 

Lingfield Epileptic Colony, 1316 

LINNAEUS, bicentenary of, 1084 

Lip, Jower, epithelioma of (Mr. Gamgee), 497 

LISHMAN, FREDERICK: Orotava and the 
Public Health of Teneriffe, 476 

Lister Institute cursed by a clergyman, 397 

LisTER, Lord : 80th birthday of, 519, 764, 831, 
877, 940, 941, 1164 ; first paper on antiseptics, 
642; and the evolution of wound treatment 
(Sir Hector C. Cameron), 789; debt of sur- 
gery to (leading article), 824; poem on, 831, 
941;congratulations from various bodies and 
corporations, 877, 940: portrait of, 1164; 
honorary freedom of City of London to be 
conferred upon, 1269, 1379 

Literary notes. 33, 91. 154, 214, 270, 327, 385, 453, 
515, 576, 642, 701, 759. 822, 880, 941, 1008, 1074, 1132, 
1201, 1260, 1315, 1375, 1434, 1499, 1553; noticeso: 
new publications and new editions, 33, 91, 154, 
214, 270, 327, 385, 453, 515, 576, 642, 701, 822, 8&0, 
941, 1074, 1201, 1260, 1375, 1434, 1499; Charles 
Lever, 33, 210; proposed statue to Lamarck, 
91; Stegomyia fasciata discarded by Uuited 
States Bureau of Entomology for Stegomyia 
calopus, 91; therapeutic value of Baden waters 
in treatment of gout (Paul Roethlisberger), 
91; oldest medical document in the Norse 
language, 91; ‘*Mugwump.” 91; death of 
Dr. J. Garat, 91; spelling, 154, 385; Mother 
Eddy, gospel of, 154; ae in Manchester 
in 1605, 155; prize founded in memory of 
Edoardo Porro, 214; ** Revival” of homoeo- 
pathy, 214; naval and army medical officers 
and the publication of papers, 214; article 
on sleeping-sickness written in Luganda, 
215; Festschrift in honour of Professor 
Bernhard Fraenkel, 270; delegation for 
adoption of an international auxiliary 
language, 270; new lingua franca, 327; con- 
plete edition of ancient Greek medical 
writers, 327; Scottish students and the 
study of medical history, 327;  thera- 
peutic properties of Terminalia chebula, 
$27; Orfila, Tardieu, and Brouardel, 327: 
notice of publication of Swedenborg’s 
works, 385; “split infinitives,” 385; sur- 
geon's apprentices at the Hétel Dieu in the 
eighteenth century, 385; Lombroso’s con- 
version to spiritualism, 385; man with two 
fathers, 453; history of pharmacy in the 
olden time, 453; candidate for fauteuil in 
French Academy, 515; table manners iv 





North Britain in 1629, 515 ; tropical hygiene 
(Allan Stuart), 515; letter from Carlyle to an 
Edinburgh student, 515; Belgian Royal 
Society of State Medicine prepared a 
medical topography of the kingdom, 576; 
J. A. Nixon gives an account of a new M.S. 
of Guy de Chauliac, 577; Lord Lister’s first 
paper on antiseptics, 642 ; Aberdeen quater- 
centenary : Studies in Pathology, 642; death 
of Dr. Corlieu, 642; real author of Sir John 
de Mandeville’s book, 701; real pioneer of 
humane treatment of insane (Juan Gilberto 
Joffre), “L; Dr. John Aikman gives an 
anecdot. of Lord Rayleigh, 701; some 
account of the medical life of Oliver 
Wendell Holmes, 759; announcement of a 
critical edition of Rabelais’s works, 822; 
dichotomy in France in 1693, 822; Jacob 
Wolff awarded £100 for recent work on 
cancer research, 880; Sobotta’s atlas, 880; 
life of Sir John Burdon-Sanderson, by 
Professor Gotch, 880; yellow journalism, 
880; Proctologist, a new periodical, 
880: misspelling of names, 880; ac- 
count of Sir Michael Foster, 880; poem 
on Lord Lister, by W. H. Henley, 941; 
portrait of Professor von Bergmann, 941; 
portrait group of Drs. Halsted, Kelly, Osler, 
and Welsh unveiled at Johns Hopkins 
University, 941 ; proposed prize in memory 
of Paul Julius MGbius, 941; the late Mr. 
Beecham of Beecham’s pills, 941; ‘ Ever- 
lasting Pill,” 941; old theses discovered at 
Montpellier, 941; busts of seven medical 
celebrities for the University of Naples, 
741; Edward Pellew, first Viscount Ex- 
mouth, 1008; memoir of William Smith- 
Forbes, 1008; ‘‘ Aesculapius in Ireland,” 
1008; epigram of Shirley Brooks on Sir 
James Paget, 1074; English Factories in 
India: an early surgeon of Jobn Company, 
1074; military surgery of the Middle Ages, 
1074; British Gynaecological Journal ceases in 
August, 1074; Glimpses of American Surgery, 
1078 ; Imperial Gazetteer of India, new edi- 
tion, 1075; Library of the College of Physi- 
cians, Phiiadelphia, 1075 ; Sir Joseph Dalton 
Hooker (a great Darwinian and his friends), 
1132; John Mapletoft, 1132; hygienic effects 
of water drinking (Le Dr. Sangrado), 1132; 
poem on William Henry Drummond, 1132; 
proceedings of the Charaka Club, New York, 
1201; John Feckenham and the Bath 
waters, 1201: history of the Indian Medical 
Service, 1260; Dr. A. H. Ohmann-Dumesnil 
describes a statuette of reputed Aztec 
origin, 1260; John Halle’s Historiall Ex- 
postulation against the Beastlye Abusers, both 
of Chirurgie and Physicke, 1260; old books in 
the a of the East Sussex Medico- 
Chirurgical Society, 1260: Dr. Charcot pre- 
sents his father’s library to the Salpétriére. 
1315; “Three faces the Phisition hath,” 
1315; Lady Mary Wortley Mortague on 
inoculation and _  small-pox, 1315; new 
edition of Gui Patin’s letters, 1375; Robert 
Reyburn’s (of Washington) professional life, 
1375; protocol of post-mortem examination 
of Louis XIV, 1375; note on a vase repre- 
senting the clinic of a Greek surgeon, 1433: 
state of medicine in Sccitland at the time of 
the Union, 1434; Osler’s System of Medicine, 
1499; wigs and skulls, 1499 ; James Graham 
the quack, 1499; French Codex Medicamen- 
tarius, 1553; Medical Society of Athens and 
classical Greek medical nomenclature, 1653; 
Transactions of the Australasian Medical 
Congress, 1553 ; Mrs Sellar’s recollections of 
Dr. John Brown, 1553: Dr. William Maxwell, 
the friend of Burns, 1553 

LitrLE, E. GRAHAM: Concentration of pre- 
liminary medical studies in London, 660; 
medical degrees of the University of Lon- 
don, 1092 E 

LITTLE, FLETCHER, appointed J.P. for county 
of London, 397 

LITTLEJOHN, Sir Henry, presentation to, 653; 
annual report as M.O.H. for Edinburgh, 


1513 

Liveborn children, notification of. See Noti- 
fication ; 

Liver cells, relation of to the blood and 
lymph channels, 102 

Liver, malignant disease of, temperature in 
(James W. Russell), 311 

Liver, acute yellow atrophy of (G. Blacker 
Morgan), 200 

Liverpool, notes from, 49, 108, 167, 282, 340, 409, 
467, 591, 654. 772. 833, 956, 1390, 1511, 1564 ; report 
by the licensing justices, 49; Hospital Sun- 
day,49 ; the Royal Infirmary, 108, 167, 340 : uni- 
versity clinical hospital’s dinner, 167, 282 : in- 
firmary for children, new building, 167, 340; 
eancer research, 282; Royal Southern Hos- 
pital, 409; honours at the Royal College of 
Physicians, 410: dispute at Highfield Poor- 
law Infirmary, 447; International Congress 
in School Hygiene, 468 ; Samaritan Hospital, 
468, 654; Stanley Hospital, 468, 654; School 
of Tropical Medicine, proposed Dutton 
Memorial Professorship, 591; _Heswall 
County Hospital, 654 ; David Lewis Northern 
Hospital, 654; control of pulmonary tuber- 
culosis, 772, 834; ophthalmia neonatorum, 
833; Dental Hospital, 833; house fly as a 
cause of summer diarrhoea, 956; country 
hospital for chronic diseases of children, 





1390; Queen Alexandra Sanatorium, 1391, 
1511; prevention of Lospital abuse, 1511; 
Maghull Epileptic Home, 1511; Samaritan 
Hospital, 1511; phthisis and summer diar- 
rhoea in, 1564; health of Bootle, 1564; noti- 
fication of anthrax, 1564 

Liverpool, housing of the working classes in 
(E. W. Hope), 501 

Liverpool Medical Institution. See Insti- 
tution 

Liverpool Port Sanitary Medical Officer’s 
report, 1330 

Liverpool, school hygiene in, 92 

LIVERSEEGE, J. F.: annual report of public 
health of Birmingham, 1213 

Livingstone College. See College 

Llandaff, healti report, 956 

Llanelly rural district, 900 

Lobar pneumonia, See Pneumonia 

Local anaesthesia. See Anaesthesia 

Local authorities and consumptives, 117; 
power of to close a shop, 538 

Local Government Board, Ree Board 

Lock, J. L. : Motor cars for practitioners, 664 

Lock, R. H. : Recent Progress in the Study of 
— Hereditary and Evolution, rev., 


Lockwoop, C. B.: Immediate microscopical 
diagnosis of tumours during the course of 
operation, 127 

Locomotor ataxia with tabetic foot (Arthur 
Loxton), 497 

Locomotor ataxy treated by fibrolysin (F. M. 
Pope), 1471 

Locum tenens, 1163, 1220 

_—_ tenens, payments of, 909, 1035, 1099, 


Locum tenens, principal and, 1220 

Locum tenent, obligation of, 1398 

Locum tenents, insurance of, 1522 

LODGE, SAMUEL, death of, 1213; obituary 
notice of, 1400 

Lodge contracts in Australia, 45 

LOEB, Professor : Untersuchungen iiber Kunts- 
liche Parthenogenese, rev., 321 

LOFTHOUSE, Deputy Surgeon-General RICHARD 
CHAPMAN, obituary notice of, 

LOMBROSO’s conversion to spiritualism, 385 

London ambulance service. See Ambulance 

London County Council. See Council 

London, health of, in 1905, 98 

London medical schools. See Medical 

London, concentration of preliminary medi- 
cal studies in, 660 

London, cost of Poor-law in, 769 

London, public health report for 1905, 210, 269 

London, peer Evolution of, rev., 937 

London, school hygiene in, 92, 153, 271, 328 

London School of Tropical Medicine. See 
Tropical 

London Society of Apothecaries and Poor-law 
appointments, 273 

London, street accidents in, 1207, 1558 

London University. See University 

London, ventilation of, 783 

London workouses, inquests at, 1387 

LONG, SYDNEY H.: Refinement in the dia- 
gnosis of phtkisis, 1094 

LONGCOPE, W. T. (Editor): Jaternational 
Clinics, rev., 154 

Longevity of athletes, 461 

Lord Mayor’s Cripple Fund. See Fund 

Louis XIV, protocol of the post-mortem exami- 
nation of the body of, 1375 

Louis the Fourteenth’s Irish surgeon, 765 

LOUISSON, M.: Widal’s reaction after typhoid 
fever, 1183 

LOWE, GODFREY, elected honorary secretary 
of Lincolnshire Automobile Club, 329 

—_ to the Charities of London, rev., 


LowsoON, DAVID, obituary notice of, 721 

LOXTON, ARTHUR: Locomotor ataxia with 
tabetic foot, 497 

—_ T. C.: Haffkine’s antiplague vaccine, 


LUCKETT, WILLIAM: Paraffin in Surgery, rev., 
1308 


LUKE, THOMAS D.: Local anaesthesia for ex- 
traction of teeth, 664 

Lumbar puncture and vaccine injections in 
treatment of cerebro-spinal meningitis 
(Hector Mackenzie), 1407 

Lumleian lectures. See Lectures 

Lunacy certificates, 843 

Lunacy Commissioners, 1510 

Lunacy in Egypt, 710 

Lunatics, maintenance of in workhouses, 
1144; in Ireland, 1510 

Lung abscess. See Abscess 

Lung, actinomycosis of, opsonic treatment of 
(Dr. Wynn), 1119 

Lung, foreign body in (reported by J. T. 
Moore), 315 

Lung, syphilis of (K. J. M. Buchanan), 318 

LUNN, JOHN R Achondroplasia, 11, 261; 
a paralysis of the insane in a boy, 


Lupton, Mr., in praise of, 1130. See also 
Antivivisection 

Lupus ee fatal case of (Sydney 
Short), 868 

Lupus‘vulgaris of long duration: iodoform 
injections: rapid recovery (Thomas W. 
Dewar), 743 

Lupus vulgaris, eclectic treatment of (J. 
Goodwin Tomkinson), 1535 
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Lutterworth Guardians and _ Leicester 
Division, 764 

Lymphadenoma in a boy of 14 (Professors 
Stockman and Muir), 815 

Lyons, EDWARD: Au _ experience with 
veronal, 259 


M. 


M.D.Cambridge, 604 
M.U.H. and J.P., 1457 ate 
MACALISTER, DONALD, appointed Principal of 
Glasgow University, 329, 403, 407 ; dinner to, 
1383, 1444: convalescent home of Adden- 
brooke’s Hospital, Cambridge, 1334 
MACALISTER, J. Y. W.; Kevision of draft 
Charter of British Medical Association, 961 
MACBETH, Brigade-Surgeon HuGH MAcKAY, 
obituary notice of, 661 5 : 
M'‘CONAGHEY, Colonel JOHN, obituary notice 
ot, 785 . 
McConkey's_ bile-salt neutral red medium 
(F. W. andrewes), 143 
MacConkey’s medium, 119 . 
MACDONALD, DuNALD JAMES, Obituary notice 
of, 1401 
MCDONALD, EtIzaBETH : Uterine hazmorrhage 
and arterio-sclerosis, 142 ‘ 
MACDONALD, ‘GEORGE ALLARDICE, receives 
permission to accept Urder el Third Class 
of Brilliant Star of Zanzibar, 1554 ‘ 
MACDONALD, JAMES: neport as M.O.H. for 
Inverness-shire, 1451 ’ 
MACDONALD, J. HoGG: Pliysio-psychology of 
hallucinations, 689 ; 
MCDONALD, STUART: Acute cerebro-spinal 
meningitis, 378 f 
M‘ELDOWNEY, W. P.: Remarks on a case of 
severe compound fracture of skull: re- 
covery, 1045 2 
MACEWEN, Sir WILLIAM: Role of the various 
elements in the developmeut and regenera- 
tion of bone, 1479 ; 
MACFADYEN, ALLAN, obituary notice of, 601 
MCFARLANE, C. J.: Internal urethotomy, 


4 
McGAVIN, LAWRIE: Filigree implantation, 
933, 1056 
MCGILLIVRAY, ANGUS : Opaque capsule, 1366 
MACINTOSH, A. W.: Myasthenia gravis, 554 
McIver, Lewis: Late Dr. Schorstein and 
medical education, 535 
MacKay, ERNEsT C.: Achondroplasia. 11 
MACKAY IAN DONALD, and his water rate, 


156. 

Macks, F. PERCIVAL: Unsuccessful attempt 
to convey kala-azar to animals, . 36 

M‘KEE, Lieutenant-Colonel GERARD MACKLIN 
EccLEs, obituary notice of, 785 

MACKEITA, A. A.: Public and private vaccina- 
tion, 1094 ; 

MCKENDRICK, ARCHIBALD: Cause of cervix 
in a nulliparous woman, 139 

McKENZIE, DAN: Obstruction of tie 
oesophagus, 494 

MACKENZIE, ERNEST, appointed J.P. for 
county ot Stafford, 769 

MACKENZIE, HECTOR: Case of cerebro-spinal 
meningitis or spotted fever treated by ]um- 
bar puncture and vaccine injections, witn 
recovery, 1407 

MACKENZIE, J. : Venous pul?e, 112 

MACKENZIE, JOHN M.: *' Possible source of 
diphtheria in schools,” 659 

MACKENZIE, STEPHEN: Late [r. Schorstein 
and medical education, 545 

McKEOWN, DAVID, obituary notice of, 176 

MACKINNA, JOHN: Another form of hospital 
abuse: a disclaimer, 1516 

MACLAREN, RODKERICK: Removal of enlarged 
tonsils, 680 

MACLEAN, Ewen J.: Central emergeacy fund 
and South Wales dispute. 716 

McLEAN, HUGH: Discussion on the pan- 
creas, 814; causes and significance of cer- 
tain ambiguous reactions obtained in 
testing urine for sugar, 1471 

MACLEAN, J.: Monster labour impeded by 
bulky fetal body. 436 

MACLENNAN, ALEX.: Palpation of the um- 
bilical cord in utero, 1036 

MACLEOD, J. M. H.: X-ray treatment of riog- 
worm of the scalp, 1298 

Mac.eop, Colonel KENNETH: Appreciation 
of Sur Joseph Fayrer, 1340 

MCMULLEN, JOHN: Treatmext of tubercu- 
losis, 1036 

MAcMunn, JAMFS: Radical cure of urethral 
a by internal urethrotomy, 1412, 


McNas, A. A.: Public vaccination, 232 ; 
office of public vaccinator, 471 

MCNAMARA, J.; An old election bill, 972 

MACNICOL, RODERICK REID, appointed J.P. 
for Argyllshire, 94 

MacorRMack, T. G., obituary notice of, 238 

MACPHAIL, JOHN M, : Muscular spasm under 
anaesthesia, 1362 . 

McQuor, M. J., appointed J.P. for County of 
Cavan, 107 

MacrREADY, JONATHAN F. C. H., obituary 
notice of, 1161 








McValIL, J. C.: Appreciation of Sir Michael 
Foster, 351; begins duties as medical 
investigator of Poorlaw medical relief, 

MCWALTER, J. C.: Physicians and private 
home companies, 14€0 

MCWEENEY, Professor: Uncinaria  duo- 
denalis from St. Vincent, W.I., 262: elected 
Fellow Koyal Sanitary Institute, 1554 

MACWILLIAM. Professor : Discussion on the 
pancreas, 814 

Madeira, concession, 337 

Maghull Epileptic Home, 1511 

Magistrate and doctor, 40 

Magistrates, medical See Medical 

Mayistrates and vaccination, 898 

MaGNvus, HUGO, obituary notice of, 1096 

Mauon, R. B, reports case of otitis media 
purulenta with repeated rigors, opera- 
tion, recovery, 80 

Many, F. C. DE, death of, 254 

MakINS, G. H.: Case of cellulitis, 926; anti- 
colon bacillus serum, 933 

MALABRE, P. O. : Case of bullet wound, 17 

Malaria in Tunis, 93; in Panama, 401; paper 
ou (J. Lloyd Roberts), 687; in Liberia, 878 

Malaria, casting up accounts in connexion 
with, 719 

Malaria, congenital (R. U. Moffat), 1254; 
correspondence on, 1396 

Malaria. dangers of, 1450 

MaLcoumm, J. D.: Condition of the blood 
vessels during shock, 377; removal of cervix 
in hysterectoiny, 870 

Maldon rural district, 968 

Malignant disease, intra-abdominal, dissemi- 
nation of by means of the lymphatics and 
thoracic duct (W. Mitchell Stevens), 306 

Malignant disease of liver and bile passages, 
temperature in (James W. Russell), 311 

Malignant growths, removal of from naso- 
pharynx (rederic Eve), 485, 500 

Malignant growths, papain in (C. W. Branch), 
135. See also Cancer 

ae J. W.: Treatment of birth asphyxia, 


MALING, W. H.: Uterine haemorrhage and 
ovarian disease, 1480 

Malta fever. See Fever 

Mamn.al;, haemogregarine parasites of, 172 

Man, albinism in. See Albinism 

Man with two fathers, 453 

Man, two new genera of nematodes oecasion- 
ally parasitic in (Robert T. Leiper:, 1296 

Man, observations of the parathyroids and 
accessory thyroids in (David Forsyth), 372, 
438; influence of increased barometric 
pressure on, saturation of the tissue fluids 
with nitrogen (M. Greenwood, jun.), 373: 
structure and secretion of parathyroid 
glands in (David Forsyth), 1177 

Man. rumination in (E. M. Brockbank), 421, 
1217; (J. Grant Millar), 1053; (A. Cc. L. 
La Frenais), 1480 

Man, sterility in (Arthur Cooper), 1118 

Manchester, notes.from, 108, 713, 900. 1511, 
1564; Salford, Poor-iaw Hospital, 108; cost 
of pauper lunatics, 713; medical men and 
the police, 713, 900 ; increased hospital 
accommodation, 1511: hospital abuse in 
Manchester, 1564; Dr. Baglev’s case, 1564 

Manchester. cancer research at, 48 ; plague in, 
in 1605, 155 

Manchester University. Sree University 

Manchester University Lodge, proposed. 912 

MANDEVILLE, Sir JOHN, real author of his 
book, 701 

Maniacal chorea. See Chorea 

MANN, GUILLERMO, charged by Chilian 
Government with a mission to United 
States and Europe, 397 

— J. Dixon : Cor triloculare biatriatum, 


MANTON, W. P.: The Medical Epitome Series : 
Obstetrics, rev., 69 

MAPLETOFT, JOHN : 1132 

MARESCHAL. See Marshall, George 

MARFORT, J. E.: Manual Pratique de Massage 
ee Giymnastique Médicale Suedoise, rev., 

— ~ a er ag resort, 1009 

Marine climates in tuberculosis (Willi 
Ewart), 986, 994 rae 

Marriage certificates and medical relief, 769 

Marriage and syphilis (leading article), 35 

MARRINER, W. H. L.: Twelve months with a 
motor car, 454 

MARSHALL, C. F.: Tennis elbow, 599: treat- 
meot of syphilis, 1030; Syphilology and 

Pct —— rev., 14 Y 

MARSHALL (or MARESCHAL), GEORGE, st 
to Louis XIV, 765, 822 ’ eee 

MARTIN, J. SACKVILLE, reports case of com- 
plete separation of rectum from anus, 1424 

Martin, W.: Hospitals and clubs, 963 — 

MARTYN, H. S.: Case of premature birth of 
twins, 623 

MARY, QUEEN OF SCOTs, prints and pictures 
illustrative of the life of, 100 

Massachus its. cremation in, 216: Christian 
science in, 355: proposal to provide nurses 
for schools, 643 

Massage and movement in fractures (C. W. 
Cathcart), 1481 

Massage, review of books on, 939 

MASSELON, RENE: La Mélane: tie, E'ude Médi- 
scale et Psychologique, rev., 443 








MASSON, Dr. : Intratracheal injections, 1184 

MASTERS, MAXWELL TYLDEN, obituary 
notice of, 1401 

Mastoid operation, modification of the 
radical, 1395 

Match, a phosphorus free. 706 

matches, prohibition of white phosphorus in 
the manufacture of, in Germany, 230 

Mathematics and mosquitos, 100 

Matrimonial sterilization, 12€8 

Matters for discussion by the Divisions (lead- 
ing article), 1079 

MAUCHAMP, PIERRE BENOIT EMILE, obituary 
notice of, 785 ; memorial to. 

a plague in, 94, 273, 455, 642, 78, 1075. 


—* APOSTOLOS, died at age of 111, 


MAXWELL, WILLIAM, the friend of Robert 
Burns, 1553 

May-Gruenwald’s solution, 603 

MAYLARD, A. ERNEST: Abdominal Pain, its 
Causes and Clinical Signiticance, rev., 146 - 
simple colonic adhesions a caase of inter- 
mittent attacks of abdominal pains, 484 

> oe death of, 1512 

Mears, F. C.: Ethical aspects of medics 
consultation, 534, 658 3 ae 

Measles, infection of transmitted by letter 
(Hughes R. Davies), 1489 

Measles, mortal.ty. complications, and 
sequelae of (A. J. Sharp), 144 

Meat diet, influence of an excessive on fer- 
tility and lactation (B. P. Watson), 193; cor- 
respondence on, 1029, 1153 

Meat, fresh and frozen, 1403 

Meat, origin of, consumed in England, 1144 

= inspection in Scotland, 592; in Wales, 
17 

Meat, tinned. 1453 

Meatus. See Auditory canal 

Mediastinal growth (Walter Jordan), 1120 

Mediastinal tumours. See Tumours 

Medical aid and self-help, 1457 

Medica! Annual, rev., 818 

— aspects of the parliamentary session. 

: : 


Medical attendance on coastguards. 769 

Medical benevolent societies. See Societies 

Medical case of volunteer forces. See Volun- 
teer 

Medical centenarian, 15S 

Medical certificates, for school children (See 
School); under Workmen’s Compensation 
Act (See Act); under Employers’ Liabitity 
Act (See Act) i 

Medical charities, abuse of, 1518, 1572 

Medical charities, bequests to. See Bequests 

Medical charity, byways of, 827 

Medical charity and sickness assurance. See 
assurance 

Medical cousultation, ethical aspects of, 531, 
657, 718, 776, 828, 843, 983, 1028, 1093, 1154, 1216, 


1394 

Medical Defence Union, annual ing, 

£559, 1266 meeting 

Medical degrees of London. See University 

Medical ** diplomacies,” 12) 

Medical document, oldest in the Norse 
language, 91 

Medical education, and the examination 
fetish, 578 ; leading article on, 534, 1378; and 
London University, 891 

Medical education of the public, 279 

Medical education, Dr. Schorstein and. See 
Schorstein 

Medical education in Scotland, 105 

Medical examination and life policies, 1164 

Medical excursions, international, 1£5 

Medical fees. See Fees 

Medical Freedom, People’s League of, 41 

Medical Indemnity Assurance Company. See 
Assurance 

Medical inspection of schools. See Schools 

Medical Institute, Birmingham, 773 

Medical law and limited companies, 783 

Medical law reform, prospects of, 599; ana 
quackery. See Quackery 

Medical legislation in Austria, 402 

Medical magistrates, 34, 94. 156, 216. 474, 329, 
397, 456, 516, 76), 823, 964, 1009, 1076, 1501; W. M. 
Morison, 34; J. H. Crondall, 34; Roderick 
Reid MacNicol, 94: Lachlan Grant, 93; R. 
Eardley-Wilmot, 156; A. Vaughan Bernays, 
166; J. Furneaux Jordan, 216; Alfred Cox, 
274; B. Walker, 274: William Wynn West- 
cott, $29; Fletcher Little, 3497; H. Lavgley 
Browne, 456: Fred. W. Salter, 616; Ernest 
Mackenzie, 760; W. Black Jones, &23; Alfred 
H. Carter, 823; E. H. Keliy, 916; W. Robb. 
1009: M. J. McQuoid, 1076; D. Livingstone 
Davies, 1£01; D. F. Walker, 1501 

Medical members of L.C.C., 580 

Medical members of Parliament, in Belgium, 
34; in Kussia, 643 

Medical men and the police, 713, 900; and the 
insurance of employees, 1016 ; and the 
Workmen’s Compensation Act. See Act 

Medical men called in to assist midwives, 
payment of, 823, 1548 

Medical millennium, 101 

Medical mountaineer. 80 

— Museums Association. See Associa- 

{on 

Medical night service in Faris, 646 

Medical officer and his arms. 950 

Medical officer, re-election of a, 48 
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Medical officers, district, fortnightlv returns 
to guardians by, 179; extra fees of, 272; fee 
of, for attendance on patient at common 
lodging house, 473; duties of, 1035. 

Medical officers of health and their profes- 
sional colleagues, 57 

Medical officers of health, reports of, 1098, 
122 


1 
Medical officers of hea‘th to rural districts, 
Medical ‘officers of health and sanitary in- 
spectors, 1221 ; : : 
Medical officers, security of tenure of (leading 
article), 761. See also Bill 
Medical ofticers of workhouse infirmaries and 
inquest fees, 57 ; 
Medical officership to the embassy of Tokio, 


1085 . 
Medical officers at embassic3 and consulates, 


53 
Medicalorganization in Canada, See Organiza- 

tion 
Medical papers, abstracts of in the lay press, 

1523 


Medical practice by companies, 1984, 1337 

Medical practice in the United States, 839 

Medical practitioners, insurance for, 1077 

Meaical profession, responsibility or, to- 
wards the public, 37; in Austria, 132 ; num- 
ber of medical men in Russia imprisoned 
tor alleged political offences, 155; in Ger- 
many, 230; in new German Keichstag, 446; 
and the Jamaica earthquake, 1012: and the 
Workmen’s Compensation Act, 1522 

Medical progress in Persia, 103; correspond- 
ence on, 660 

Medical referees under Workmen’s Compen- 
sation Act. See Act 

Medical referees and workers’ sanatoriums. 
See Sanatoriums 

Medical Register, 1907, rev., 633 

Medical Register, restoring names to, 237 

Medical reports to employers, 1342 

Medical research, the Association and, 657 

Medical research prize at Oxford, 649 

Medical saint, a new, 604, 664, 829 

Medical schools in China, new, 823 

Medical schools, London, present crisis in 
the history of, 888,1012. See also University, 
London 

Medical schools, London, registration returns 


ol, 
Medical Sickness and Accident Society. See 
Society 
Medical societies, union of. See Societies 
Medical Society. See Society 
Medical students, education of in England, 


Medical students, future work of, 225 

Medical students at the Gerinan universities, 
355; in the United States, 690; in Austria, 
1075: in France, 1084 

Medical students and organized gymnastic 
training, 780, 842 

Medical studies in London, concentration of 
preliminary, °60 

Medical and surgical appliances. 25, 87, 149, 
208, 268, 323, 384, 444, 572, 634, 942, 1000, 
1033, 1126, 1253, 1308, 1428, 1488, 1542; im- 
proved gastro-entérostomy clamp, 25; 
modified artery forceps, 87; modified 
clamp for gastro-intestinal operations, 
87; pelvic pedicle needles, 149; Nor- 
ledge improved extension apparatus, 208; 
urethral sound, 209 ; nasal snare, 209 : simple 
electrical centrifuge, 209; modified Napier’s 
pessary, 268; improved sponge-holder, 268 ; 
peritcneal catch and holder, 268: stretcher 
with steel bearing rods, 323; spirographs, or 
nasal breath pictures, 323; uterine cotton- 
wool holder, 384: field stretcher as a ham- 
mock, 444: ethol, 444: an improved gag, 572: 
frontal sinus probe calipers, 634 ; Holland’s 
instep arch sock, 942 ; retinoscopy long-arm, 
942; moustache clips for laryngoscopy. 942: 
nasal cotton-wool carrier, 942 ; protection of 
the perineum, 1000; cut tendon forceps, 
1000; improved tonsil guillotine, 1063: ring 
probe, 1003; mouth gag, 1063: sterilizable 
enema syringe, 1063; aseptic ureteral cathe- 
terization sheath, 1126: aseptic douche 
standard, 1126; new Hill-Barnard sphyg- 
mometer, 1253; knife for enucleatine large 
tonsils, 1308: mono-service milk pail, 1428 ; 
suture sterilizer, 1429; new forceps for 
gastro-enterostomy and entero-anastomy. 
148: deep abscess forceps, 1488 ; chestdiece 
for binaural stethoscope, 1£42; syringe tor 
eucaine, 1542; raciovraphy, 1543 : an achrc- 
matic illuminator, 1543: forceps for entero- 
cari 1543; ‘finger grip forceps,” 

Medical teaching in Paris, 715 

Medical terms in the New Eaglish Dictionary, 
101, 828 ; 

Medical titles. See Titles 

Medical view of the American girl, 522 

Medical witnesses’ fees. See Fees 

Medical worthies (A. Cassels Brown), 82 

Medicinal and dietetic preparations, 87, 384, 
634, 694, 755, 879. 1063, 1253; argyrol, 87; 
calcium iodide, 87: preparations of suvra- 
renal gland, 87: alypio, 87; vitalia, 334: 
haemostasin, 384; scopolamine for general 
anaesthesia, 384; avetozone, 639: dry fish 
preparations, 694; soluble milk proteids, 
694; butterscotch, 69}; carbonated bath 





salts, 756; thyroidectin, 756; charcoal 
biscuits. 879: the formates in medi- 
cine, 879; Vivaq water, 1963; diethyl- 
barbituric acid  (diethyl-malonyl-urea), 
1033: cider and _ perry, 1253; phos- 
phite of creosote, 1263; Bensdorp’s royal 
Dutch cocoa, 1233 

Medicine and the ‘ Bar,” 1269 

Medicine, debt of to lreland, 170, 226 

Medicine, economic problems in. See 
Economic 

Medicine, fashion in. 113, 240 

Medicines, formates in, &79 

Medicine of the future, 333; correspondence 
on, 411, 636 

— application of hypnotism to, 1464, 
1 


Medicine in India. British, 1245 

Medicine and the lay press: a protest, 53, 114, 
176, 347 

Medicine and the Maccabeans, 1267 

Medicine and milk, 55 

—_ review of books on, 24, 933, 1059, 
154 

Medicine, trade of, 1031 

ates. patent, Inland Revenue returns, 


Medicines, patent, F. J. Waldo on, 34; in 
Sydney, 44; in Canada. 825 ; wills of vendors 
of, 268 See also Quack 

Medico-Chirurgical Society. See Society 

Medico-legal cases in Canada, 109 

Medico-legal and medico-ethical, 56, 116, 
178, 235, 294, 354, 415. 474, £38, 603, 662, 723, 
782. 843, 909, 9658, 1035, 1099, 1162, 1220, 
1282, 1342, 1398, 1462, 1521, 1574; prevention 
of corruption, 56: professional secrecy, 
5S, 178, 237, 354, 415: case of the rail- 
way signalinan, 56, 178; medical officers 
of workhouse infirmaries and inquest fees, 
57; giving of anaesthetics for unregistered 
practitioners, 57, 236: medical titles, 57; 
liability for attendance on domestic 
servant, 57,116; contracts not to practise, 
57, 237, 909. 1099; negotiations for sale of 
practice, 57; ownership of negatives, 57; 
medical officers of health and their profes- 
sional colleagues, 57; coroners and in- 
quests, 116; secret commissions, 116; pre- 
seribing chemists, 116, 783; arrangements 
on death of partner, 178; newspaper re- 
ports of surgical operations, 178 ; appor- 
tionment of partnership charges, 1738; 
school exemption certificates in Scotland, 
178; liability for attendance on employee, 
178; action as to sale of practice, 235; 
receipt stamps, 236; unregistered practi- 
tioner, 236, 415: the Transatlantic quack, 
236 ; hepatic cirrhosis and loss of sight, 236 : 
infectious cases and midwifery practice, 237; 
restoring names to the Medical Register, 
237; supersession, 237, 354, 843, 11*2; cir- 
culars to patients, 237, 969; obligations of 
an anaesthetist, 237; obligations of a sub- 
stitute, 237: Clifford v. Timms, 294; emer- 
gency call, 295; advertising by a club, 295; 
tees from hospital patients, 295; interfer- 
ence with other men’s patients, 295, 415; 
ex-locum tenens and police court fee, 295; 
anaesthesia before the law, 354: recom- 
mendations by nurses, 354: midwifery 
engagment, 354, 969; uncertified practi- 
tioner and an uncertified midwife, 415; 
new Workmen’s Compensation Act, 415, 
1393 : removal of insane patient, 415 ; fees of 
medical witnesses, 474; medical witness 
fees at the coroner's court in Ireland, 474; 
midwifery fees, 475: professional relations 
with advertising opticians, 475; small-pox 
and a chemist, 538; medical certificates 
under Workmen’s Compensation Act, 18S7, 
538; salary of sick assistant, 538; engage- 
ment of midwifery nurse, 638; stone of 
stumbling, 603; purchase of partnership, 
603; courtesy call, 603, 9€9; doorplate on 
chemist’s shop, 603; summons to a patient 
dead on arrival, 662; disclaimers, 662 ; 
fees of anaesthetist, 723; midwives in 
Ireland, 723: defamatory statements, 723 ; 
dentist and his title, 782: water supply for 
the surgery, 783: a second conviction (Caleb 
Charles Whitefoord), 733; medical law and 
limited companies, 783; engagement of 
monthly nurse, 785; proposed sterilization 
of certain criminals. 843; bonds not to 
practise in an area, 843; lunacy certificates, 
843: ethies of consultation, 843, 1220: intro- 
ductions in a death vacancy, 843; medical 
certificates under Employers’ Liability 
Act, 999; duty of chemists with regard 
to prescriptions, 909, partnership ac- 
counts. 909: payment of locum tenens, 
909, 1035, 1099, 1220; aan from Central 
Midwives Board, 968; case of sus- 
pected opium poisoning, 9&8; book 
canvassers, 968; judicial conception of ia- 
sanity, 968 ; attendance on case of attempted 
suicide, 969; monthly nurses, 1035; coroner 
apd doctor, 1099; county medical officers 
and district medical officers of nealth, 1162 ; 
charges of regligence, 1162 ; Middlebrook v. 
MeCulloch, 1162; Hope and Currie v. Crier, 
1163; coroner and medical witness, 1163; 
locum tenens, 1163: starting in practice, 
12:0; gratuitous attendance upon widow 
and children of a medical practitioner, 
1220; infringement of the Medical Acts 





by limited liability companies, 1220; 
priucipal and locum tenens, 1220 ; question 
of fees (Mr. C. H. Fagge), 1282 ; coroner on 
quacks, 1283; bee-keepers’ liabilities, 1283: 
tee3 for anaesthetics, 1342; medical report 
to employers, 1342; motor cars and water- 
rate, 1342, 1328; instruments and drugs in 
purchase of partnership, 1342; partners 
and holidays, 1342; principal and assistant, 
1342: coroner and inedical fees, 1342 ; title 
of “Dr.” and multiple doorplates, 1398 ; 
obligations of locum tenent, 1398 ; co-opera- 
tion with an unqualified person, 1398 ; pro- 
fessional misconduct, 1398; unqualified 
practice, 1368; valuation of practice, 1398, 
1463, 1574; notification fees, 1398; account 
books in sale of practice, 1368; Work- 
men’s Compensation Act, 1398: pubiie con- 
venience aud private house, 1398; advertis- 
ing by dentists, 1462; Provident Medical 
Association, 1462; a protest, 1462: compen- 
sation for accident to maternity nurse. 
1463; status of a laboratory of pathology 
and public health, 1463; a naive proposi- 
tion, 1521; Friendly Societies and bone- 
setters, 1521: hospital staffs and claims for 
compensation by workmen, 1521; Hill ». 
Clitford, 1521 ; scarlet fever and milk. 1522: 
Workmen’s Compensation Act and the 
medical profession, 1522: insurance cf 
Jocum teneovts, 1522 ; hospital expenses, 1£23; 
abstracts of medical papers in the lay press, 
1523; inquest fees at Poor-law infirmaries. 
1523; the Peculiar People, 1574; medical 
fees at inquests, 1574; illness of assistant, 
1574 ; fees of medical wituesses, 1574 

MEEK. H.: UJDislocation of spleen with 
torsion of pedicle complicating preg- 
nancy, 928 

MEEK, W. O.: Rare variety of cardiac 
degeneration, 1123 

MEHARRY, W. J.: Chronic sneezing, 663 

MEINERT, Dr. ERIc : Drink in Germany, 1507 

Meiningen, lectures on hygiene to parents 
instituted at, 1186 

MELVILLE, Licutenant-Colonel C. H., elected 
Fellow of the Royal Sanitary Institute, 


1 

Membership of the Association. See Associa- 
tion 

Memoranda. 17, 78, 138, 198, 259. 313 374, 435. 494, 
52, 623, 683, 743, 810. 866 931. 9°0, 1053, 1118, 
1181, 1237, 1391. 1362. 1423, 1479, 1£36; filaria 11 
birds (F.Wyville Thomsoo), 17; case of bul!ect 
wound (P. O. Malabre), 17; pythbogenic 
pneumonia (H. Freeth). 17; treatmest of 
tetanus (@. W. Gange), 78; partial disloca- 
tion of larynx (Harold Walker), 78; case of 
peliosis rheumatica (M. W. W. Williams), 
79; yellow fever in the chimpanzee (H. 
Wolferstan Thomas), 128; note on the 
nucleus of trypanosomes (Ronald Ross 
and J. £. S. Moore), 138; obstruction of tne 
oesophagus (H. &. Davison), 138, (Dan 
McKenzie), 494 ; atresia vaginae in a married 
woman (Albert Henderson), 138; sprains 
aud their consequences (John Allan), 139, 
(A. F. Shoyer), 810; cancer of cervix *1 
a nulliparous woman (Alexander McKen- 
drick), 139; primary diphtheria of external 
auditory canal (J. Galbraith Connal), 133 ; 
neglected constipation and pericolic in- 
flainmation (Harold Walker), 18 ; columnar 
carcinoma of the epididymis (Franc's 
Co'by), 199; incubation otf scarlet fever 
(E. Lynn Jeukins), 199; urethral abscess 
and caleuli (F. G. Hack), 199; purpura and 
calcium chloride (W. B. Russell). 199: an 
experience with veronal (Edward Lyou:) 
259; chorea gravidarum (H. K. Wallace). 
260 ; transposition of caecum and appendix 
(Vv. N. Chitale-Bhajekar), 260; scarlatin:- 
form rash aiter burn (Simonds Good- 
ing), 313; ineubation of scarlet fever 
(H. Lyon Smith), 314, (Adam Moss), 314: 
influenza and eyzistaxis (H. Swarbrick 
Brown), 314, (J. Puga-Jones), 562, (J. E. 
Turnly). 562; some complications of ovarian 
cysts (G. A. Clarkson), 314; typhoid fever 
simulating cerebro spinal fever (James M. 
Corrie), 374: traumatic expulsion of lens 
and iris followed by uneventful healing 
without treatment (Michael A. Teale), 375 : 
fatal cerebral haemorrhage in a young 
man (W. Habgood), 375 ; deafness in my xvue- 
dema (W. Rous Kemp‘, 375, (Jas. W. King), 
£62: blindness from wood-alcohol poisonivy 
(Robert J. Montgomery), 375; rupture of 
dilated aorta, leakage bruit (&. B. Skerrett), 
435 ; acute intussusception (W. G. William-), 
435: rupture of gastric ulcer into the po:- 
terior mediastinum (Francis Haswell), 435: 
monster: labour imreded by bulky fetal 
body (J. Maclean), 436; antistaphylococcic 
vaccine in the treatment of furunculosis 
(RK. Thorne Thorne), 436; treatment of 
eczema (Henry Waldo), 494; antistrepto- 
coccic serum in puerperal fever, recovery 
(E. W. Sinvth), $95 ; foreign body in the ap- 
pendix (F. J. W. Porter), 495; recurring 
epistaxis in a girl (R. Baring Davidson), £62: 
defective development of left canaliculus 
(Archd. Stanley Percival), 562; case of pre- 
mature birth of twins (H. S. Martyn). (23; 
administration of ethyl chloride (L. Kirkby 
Thomas), 624; intestinal worms in the ap- 
pendix vermiformis (John W. Heekes), 624; 
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distribution of the ‘“ American ” hook worm 
(R. T. Leiper), 683; scurvy (C. B. Gittings), 
684; treatment of vomiting of pregnancy 
(Hd. Aylmer Dumat), 684; recurrent torsion 
of spermatic cord (W. Gifford Nash), 743; 
lupus vulgaris of long duration : iodoform 
injections: rapid recovery (Thomas W. 
Dewar), 744 ; treatment of scabies by balsam 
of Feru (F. J. W. Porter), 744; spirillosis 
and a haematozoal disease of domestic 
fowls in the Anglo-Egyptian Soudan 
(Andrew Balfour), 744; coincident embolism 
of cerebral, mesenteric, and femoral 
arteries (C. R. Rodger). 810; West African 
climate (G. F. Darker), 811; suggested modi- 
fication in the opsonic estimation of tubercle 
(R. D. Campbell), 866; iodine-spirit catgut 
(C. Hamilton Whiteford), 866; tuberculous 
soil conditions (7) (C. H. Foley), 866; 
intrauterine strangulation (M. Henry), 866 ; 
mortality after surgical operations (J. Craw- 
ford Renton), 867 ; foreign body in appendix 
abscess (William Sheen), 867; intestinal 
origin of leprosy (H. Lechmere Clift), 931 ; 
salicylism and epistaxis (E. Leach), 931; 
hernia of gall bladder (Helen B. Hanson), 
931; Ozxyuris vermicularis (A. Newton 
Davies), 932: third factor in etiology of 
blackwater fever (W. J. Buchanan), 990; 
case of complicated strabismus (A. Alison 
Bradburne), 990; muscular spasm under 
chloroform anaesthesia (A. Campbell Stark), 
991; erysipelas treated by a specific anti- 
serum (W. M. Crofton), 991; calcium iodide 
in ulcers of the leg (A. G. Peter), 991; case 
of haemoptysis (f. Bernard Thompson and 
F. H. Jacob), 991; two cases of diaphrag- 
matic hernia (William Hunter), 1(53; con- 
genital maiaris (R. U. Moffat), 104; frac- 
ture of the lacrymal bone with perfora- 
tion of the lacrymal sac (C. Marsh Beadnell), 
1054; calcium chloride in haemorrhage 
(A. Stanley Green), 1054; ‘‘enterospasm” 
caused by lead poisoning (Horace R. Wilson), 


1034 ; spiriliosis of domestic fowls (M. Foster. 


Reaney), 1118; note on sterility in man 
{Arthur Cooper), 1118; strangulated hernia 
in an infant, local anaesthesia, recovery 
(Alex. Mitchell), 1118; secretion of milk in 
the axilla (Horace P. Godfrey), 1119; acute 
cystitis in infant treated with helmitol 
(J. Attridge Williams), 1181; case of infanti- 
cide (O. H. Garland), 1182; wandering 
spleen (Arthur J. Lewis), 1237; delayed 
chloroform poisoning (R. Ramsey), 1238; 
unnoticed lateral curvature (W. F. Somer- 
ville), 1238; tubercle and erysipelas (C. B. 
Whitehead). 1238; urticaria and influenza 
(J. Reid), 1301 ; urticaria pigmentosa treated 
by % rays (F. H. Jacob), 1301; eggs in the 
diet of infants (W. J. Midelton), 1302: 
maniacal chorea (W. Mussellwhite), 1302: 
aortic pressure in post-partum haemorrhage 
(M. Henry), 1362; muscular spasm under 
anaesthesia (John M. MacPhail), 1362; 
asthma caused by impacted tooth (A. J. 
Rice Oxley), 1362; desquamation after 
scarlet fever (F. G. Haworth), 1362 ; normal 
eruption of the first. milk tooth (A. T. 
Spanton), 1362: case of ovariotomy at the 
age of 10(J. V. Arumgam), 1363 ; unsuccessful 
attempt to convey kala-azar to animals 
(F. Percival Mackie), 1363; treatment of 
birth asphyxia (J. W. Malin), 1363; case of 
colocynth poisoning (Charles N. Barton), 
1364: (T. Langton Butler), 1537; sudden 
death from cerebral haemorrhage iu 
a girl of 26 (H. W. Burman), 1364; 
myxoedema and exophthalmic — goitre 
(Simonds Gooding), 1423; phleboliths and 
the Roentgen rays (L. Herschel Harris), 
1423 ; plugging the posterior nares (A. Ogier 
Ward), 1423; dystocia from encephalocele 
(L. G. Dav.es), 1473; uterine haemorrhage 
and ovarian disease (W. H. Maling), 1480; 
rumination in man (A. C. L. La Frenais), 
1480; infection of measles transmitted 
by letter (Hughes R. Davies), 1480 ; hyper- 
emesis (W. M. Crofton), 1480 ; surgical tuber- 
culosis and the opsonic index (Joseph 
Stark), 1536; acute colitis (F. Hernaman- 
Johnson), 1536; relapses in enteric fever 
(4. C. Hamilton), 1536; sudden death in 
infants (J. Anderson Smith), 1536; case of 
bronchial diphtheria (G. E. Bellamy), 1537 
MENDELEEF, DMITRI IVANOVITCH: Obituary 
notice of, 351; weight of brain of, 525 
Méniére’s disease (T. Wilson Parry), 1107 
Meningitis, cerebro-spinal. See Fever 
Meningitis, suppurative (W.S Orton), 79 | 
Meningitis, tuberculous, in a boy, treated with 
tuberculin: recovery: recurrence and 
death (Alexander Don), 1360 
Meningocele, spontaneous rupture of (Ray- 
mond Johnson and C. E. Reynolds), 499 
Meningococcus, cultivation of, in present 
epidemic of cerebro-spinal fever in Belfast 
(Wm. St. Clair Symmers and W. James 
Wilson), 1477 ; i 
Meningococcus, naso-pharyngeal, infection by 
(J. §. Fraserand J. D. Comrie), 1481 
MENNELL, Z.: Points in connexion ‘with 
ethyl chloride, 630 
Menstruation, cause of acute illness super- 
vening during (Thomas Holmes), 190 
Mental diseases, review of books on, 753, 1243, 
1484, 1539 








Mental disorder, early symptoms of (W. H. B. 
Stoddart), 1101 . 
Mental excitement, acute (Bedford Pierce), 


Mental prophylaxis in childhood (leading 
article), 399 

Mentally defective children, 655; home for, 
1038. See also Insanity ‘ 

MENZIES, J. ACWORTH: Vaccination of the 
cornea, 198 

MERCIER, CHARLES: Stavdard of medical 
degrees of University of London, 960, 1027, 
1151 


Mercury in modern therapeutics (Wm. Carter), 
9. 


MERKEL, H.: Die Koronararterien des men- 
schlichen Herzens unter normalen und path- 
ologischen Verhaltnissen Dargestellt in stereo- 
skopischen Roéntgenbildern, rev., 1368 

MERVEILLE, Dr. : Itinerant doctors, 707 

Merycism or rumination in man (E.M Brock- 
bank), 421, 1217: (J. Grant Millar), 1053; 
(A. C. L. La Frenais), 1480 

Merthyr housing, 1331 

Metallic ferments, natureand preparation of 
(M. Bardet), 533 

Metals, action of upon bacteria, 1344 

Metastatic tumour of choroid (Mr. White- 
head), 1483 

Metatarsal bone. See Bone 

— conditions and enteric fever, 


Metritis, chronic (Archibald Donald), 142; 
(W. Fletcher Shaw), 142 

Metropolitan Asylums Board. See Board 

Metropolitan Water Board Bill. See Bill 

METTAM, A. E. : Cancer problems, 345 

Metz, small-pox at, 1135 

Mice, cancer in, 1140 

Mice, incidence of spontaneous carcinoma in 
(F. W. Twort), 143 

MICHAELIS, MAX: Handbuch der Sauerstoff- 
therapie, rev., 1308 

MICHELLI, PIETRO, dinner to, 216, 456 

MICHOLITSCH, TH. : Die Technik der Vaginalen- 
bauchhidhlen Operationen, rev., 44 

Micro-organism isolated in acute rheumatism 
(E. W. Ainley Walker), 1233 

Microscopical diagnosis of tumours. See 
Tumours 

Microscopy, clinical, 847 

Middle ear. See Ear 

eee, W. J.: Eggsin the diet of infants, 


Middlebrook v. McCulloch, 1162 

Midland Medical Union, 1009 

Midwifery engagement, 354, 969 

Midwifery fees. See Fees 

Midavifery nurse, engagement of, £38 
= practice and infectious diseases, 


Midwifery, teaching of (leading article), 1378 ; 
annotation on, 1447; correspondence on, 


Midwives Act. Sce Act 
Midwives Board. See Board 
— and infant mortality in Bradford, 


9 
—* in Ireland, 723; in Glamorgan, 


Midwives, parish 1387 

Midwives’ Protection Association. See Asso- 
ciation 

Midwives’ Record, 1202 

Midwives, registration of in Australia, 44 

Midwives, supply of, 823 

Midwives, textbooks for, review of, 85 

Midwives, training of, 214, 1317, 1402, 1517; and 
union hospitals, 1517 

— we of Serum-therapeutic Insti- 
ute, 

MILEs, WILLIAM ERNEST: A disclaimer, 662 

Military medical organization, class for 
instruction in, 1099 

Military service, conditions of eyesight 
required for, 53 

Military surgery of the Middle Ages, 1074 

Military Surgery in its Relation to the Science 
and Art of War, rev., 39 

Milk Dépéts Bill. See Bill 

Milk dépots, municipal, cost of, 1327 

— diet, influence of on arterial sclerosis, 


Milk, dirty, and infant mortality, 706 

Milk, dirty and infectious, 964 

Milk, goat's, and Malta fever, 895, 1082 

Milk, medicine and, 585 

Milk pail, mono-service, 1428 

Milk, pasteurization of in New York, 784 

Milk proteids, soluble, 694 ; estimation of, 848 

Milk, relative opsonic power of mother’s 
blood serum and (Edward Turton and Roy 
i ete &65 

Milk and scarlet fever, 1522 

Milk, secretion of in the axilla, 164, 1119; 
(Horace P. Godfrey), 1119 ; 

—, — Bradiord Health Committee 
and, 

Milk supply, use of preservatives, 27; depu- 
tation to President of Local Government 
Board, 215, 592; in Scotland, 592; Bradford 
conference on infant mortality and, 833 ; of 
Yorkshire, 889: of London children’s hos- 
pitals, 1073, 1258; correspondence on, 1334; 
of New York, 1074 

Milk tooth. See Tooth 








— tubercle bacillus and (leading article), 


Milk, tuberculosis and, 651, 1018 

Milk, watered, conviction for selling, 467 

Milk, whole, for infants, 908 

MILLAR, J. GRANT : Merycism or rumination 
in man. 1053 

MILLAR, WILLIAM, awarded grant for success- 
ful vaccination, 1375 

MILLER, Dr. : Case of Hodgkin’s disease, 625 

MILLER, REGINALD: Encephalitis chiefly 
affecting the mid brain, 1056 

MILLIGAN, ERNEST H. M., reports cases of 
fulminating cerebro-spinal fever, 1537 

MILLIGAN, W., dinner to, 391 

MILkOY, Professor: Movements of the 
stomach in the dog, 

Milroy Lectures. See Lectures 

MILTON, J. PENN: Influence of rainy winds 
on phthisis, 174 

Mind and tne brain, leading article cn, 891 

Mind and matter, review of books on, 873 

Mineral springs, gases in, 216 

Mines, hygiene of, 823 

Mines, Koyal Commission on, first report, 
1549; breathing appliances for rescue work, 


154 

Ministry of health, proposed, in America, 649 

— proposed registration of nurses 

n, 

Miscarriage of justice. See Peers 

Missionary enterprise, civilization and, 896 

Misspelling of names, 

MITCHELL, ALEX.: Strangulated hernia in an 
infant, local anaesthesia, recovery, 1118 

Moc ti, C.: After-care of pauper insane, 587 

MOEBIUS, PAUL JULIUs, obituary notice of, 
177; proposed memcrial to, 941 

Morrat, R. U. : Congenital malaria, 1054 

Mohawk physician, 951 

Moir, Major DAVID MACBETH, obituary notice 
of, 1462, 1567 

Mond gas and potters’ ovens, 1457 

Mongolism, peculiarities of the tongue in, and 
on tongue-sucking in their causation (John 
Thomson), 1051 : 

Monks, E. HODKINSON: Preliminary laryngo- 
tomy, 175 

Mono-service milk pail, 1428 

Monro, T. K. : Congenital malaria, 1396 

MONSARRAT, K. W.: Nephrectomy for renal 
sarcoma in children, 749 

Monster : labour impeded by bulky fetal body 
(J. Maclean), 436 

MONTAGUE, Lady MARY WORTLEY, on in- 
oculation and small-pox, 1315 

MONTAGUE, SAMUEL: Late Dr. Schorstein and 
medical education, 535 

Mont’ Estoril and neighbourhood, 31 

MONTGOMERY. ROBERT J.: Blindness from 
wood-alcohol poisoning, 375 

Mouthly nurse, engagement of, 783, 1035 

Montreal, health of, 171 

Moorg, J. E. 8.: Note on the nucleus of 
trypanosomes, 138 

MoorE, J. T., reports case of foreign body in 
lung, 315; reports case of foreign body in 
large intestine, 376 

MOORE, MILNER: Income-tax reduction, 781 

MOORHEAD, Dr.: Specimen after Talma- 
Morison operation, 263 

Moral treatment of disease, 951 

Morat, P. J. : Physiology of the Nervous System, 
rev., 1243 

Morbid pleasure, 645 

MORGAN, DAViD: On Osseous Formations in 
and about Muscles due lo Injury (Traumatic 
Myositis Ossificans), rev., 322 ; benign cysts in 
long bones, 933 

MORGAN, G. B., presentation to, 1009 

MORGAN, G. BLACKER, jun.: Acute yellow 
atrophy of liver, 200 

MORISON, ALEXANDER: Are pericardial adhe- 
sions of great importance ? 908; resignation 
of from Council of Scottish Medical 
Diplomates’ Association, 1554 

Morison Lectures. See Lectures 

MonrisoN, W. M., appointed J.P. for county of 
Durham, 34 

Moritz, Dr.: Diagnosis of pulmonary tuber- 
culosis, 630 

Morphinomania treated successfully with 
atropine and strychnine (Mary P. 
_ 1173, 1672; correspondence on, 


Morais, HENRY : Election to the Senate of the 
University of London, 1091 

MORROW, ALBERT S.: The Immediate Care of 
the Injured, rev., 1062 i 

= WILLIAM S.: The venous pulse, 


Mortality after surgical operations (J. Craw- 
ford Renton), 867 

Mortality, infantile, 48, 401, 421, 525, 539, 686, 
588, 590, 655,706, 833, 955,1020,1080, 1272, 1397, 1565 ; 
reduction ofat Eccles, 48 ; Sir Shirley Murphy 
on, 401; correspondence on, 1397; society 
for prevention of in Germany, 421; ques- - 
tions in Parliament, 525; grants towards 
from city of Munich, 539; Infant Life Pro- 
tection Bill, 588; infants in public houses, 
586; and the Poor Law, 590; prevention of 
in Germany, 655; dirty milk and, 706; Brad- 
ford conference on, 833; midwives and, in 
Bradford, 955; at Wigan, 1020; German 
crusade against, 1080; in India, 1272; at 
Halifax, 1565 
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Myoma of uterus, treatment of (J. Furneaux New South Wales, feetle-minded in, 1509; 


MORTIMER, J. D. E.: Nursing at Home, rev., Jordan), 187 ’ exhumation of bodies in, 1538 
Myxoedema and _ exophthalmic  goitre Newspaper medicine, 765 
MorTON, A. STANFORD: Refraction of the Eye : (Simonds Gooding), 1423 j Newspaper reports of surgical operations, 178 
its Diagnosis and the Correction of its Errors, Myxoedema with changes in the parathyroid NEW10N, CHARLES WILLIAM. presentation to, 
with a Chapter on the Use of Prisms, rev., 147; glands, fatal case of (David Forsyth). 141 1444 


effects of steel foreign body in eye. 438 
MORTON, CHARLES A. : The claim of the sur- 
geon to conduct the after-treatment of 
operation cases, 303, 597, 777 ; 
MorTON, HENRY H.: Genito-urinary Diseases 
and Syphilis, rev., 1488 ; 
MOSETIG-MOORHOF, Professor VON, obituary 
notice of, 1096 ; : } N. 
Mosquito Extermination Society, American, 
1 


Myxoedema. deafness in (W. Rous Kemp), 


New York, noise nuisance in, 156; Bill for 
375; (Jas. W. King), 562 


establishment of single examining Board, 
702 ; Academy of Medicine, 708; pasteuriza- 
tion of milk in, 784 ; Medical Milk Commis- 
sion in, 1074; Bill to sestrict scope of 
expert testimony 1m murder cases in, 1076. 
See also United States 

Nha Trang, Pasteur institute in, 648 

NICHOLLS, F. L.: Steam v. petrol cars, 1373 

NICOLL, JAMES H.: Total enucleation of the 
prostate, 779, 1154 

NICOLLE, Dr., a correction, 120 

Nigeria, notes from, 532; public health of, 


— blindness, congenital (Mr. Nettleship). 


Nile reservoir, 1316 

NITZE, Jahresbericht iiber Leistungen 
und Fortschriiie auf dem Gebiete der Erkrank- 
ungen des wrogential Apparates, rev., 148 

— J. A.: New MS. of Guy de Chauliac, 


Nobel prize in medicine, 516 

NOGENT, Abbot GUIBERT DE: 
Croisades, 1074 

Noise nuisance in New York, 156 

Noupa, A,: Ueber die Indicationen der Huch- 
gebirgskuren fiir Nervenkranke, rev., 1243 

Nomenclature of diseases, 221 

Norledge improved extension apparatus, 208 

‘“‘Normal temperature,” variations in (W. 
Carter), 749 


NAESMYTH, DONALD: Threadworms 475 

Nagpur, prevention of plague in, 1439 

Nairobi, climate of, 1524 

Naive proposition, 1521 

Name of the Association. See Association 

Names, misspelling of, 880 

Napier’s pessary, modified, 268 

Naples, small pox at, 1444 

+ agen pr aot to savage races, ~ 6 
ares, posterior, piugging the i ier 
Ward), 1423 _— ; . 

Nasal cotton-wool carrier, 942 

Nasal septum, submucous resection of (W. 
Permewan). 501 

Nasal snare, 209 

NASH, J. T. C.: Influence of feeding in the 
treatment of typhoid fever, 111 

NASH, GIFFORD: Recurrent torsion of 
spermatic cord, 743 

Nasopharyngeal infection by the meningo- 
coccus (J. 8. Fraser and J. D. Comrie) 1481 

Nasopharynx, removal of malignant growths 
from (Frederic Eve), 485, 500 

Natal, notes from, 1568; new Vaccination Act NORMAN, F.: Tumour of tongue, 1057 
in, 1568; native rebellion in, 1574 Norse language, oldest medical document in, 

National health authority, a supreme, 1389 91 

Navy and Army Nursing Association. See North Staffordshire, notes from, 50, 168, 665 
Association 1213, 1457 : the Christmas season. 50; an un” 

Navy, Royal, 234, 600, 890; health of, 234; healthy town (Darlaston), 168; North Staf- 
awards of Gilbert Blane medal, 600; award fordshire workshops for the blind, €55 ; 
of prizes and medals, 890; ear disease and, mentally defective children, 655: cerebro- 
1283 spinal fever, 655: potter's asthma and 
compensation, 1213; Mond gas and potters’ 
ovens, 1457 

Nose and throat, review of books on, 875 

Nostrum for diabetes, 240 

Notes, €0, 120, 180, 240, 296, 356,-.416, 476, 


Mosquitos, larval characters in the classifica- 
tion of, 228 . 

Mosquitos and mathematics, 100 

Moss, ADAM: Incubation of scarlet fever, 314 

MoszkKoOWwICzZ, Dr.: Attacking the hypophysis 
through the nose, 1568 

Mother and child, 603 

Mother’s blood serum. See Serum 

Motor car, cost of, 180, 697, 1100, 1131; twelve 
months with (W. H. L. Marriner), 454; 
(H. P. Barlow), 577; small, in London 
(Harvey Hilliard), 455; for hilly district, 
476. 604 ; for practitioners, 634; rear lights, 
1199 Histoire «es 

Motors, steam, 240; defence of, 848; v. petrol, 
1373 

Motors for medical men, 695. 757, 821, 847, 883, 
943, 1001, 1069, 1133, 1190, 1311; second-hand, 
695; horse-power, 695; choice between 
petrol and steam, 695; number of cylinders, 
696 ; ignition, 696 ; transmission, 757 ; brakes, 
757 ; tyres, 757 ; costof running, 821; various 
makes of cars, 821; theory of explosion 
engines, 883; carburettor, 943; ignition, 
943; transmission, 1001; differential gear, 
1069; back axlé and its component parts, 
1069; the frame, 1070; lubvication, 1070; 
water circulation, 1070; ball bearings versus 
plain bearings, 1070; bodies of cars, 1070; 
hints on driving, 1133; the Brewtunall 
radiator, 1135: on steering, 1190; care of 
brakes, 1190; lubrication, 1190; punctures 
and burst tyres, 1190: imperfect working of 
car, 1190 ; engine works, but with a material 
deficiency of power, 1190; engine will not 
start, 1191; engine starts, but stops again, 
1191; method of exclusion, 1191; corre- 


Navy, Japanese, medical service of, 1369 

Navy medical officers and publication of 
papers, 214 

Navy, United States, medical service of, 1399 ; 
women nurses in, 27, 1463 


Neck, hydatid cyst of, with cellulitis caused 540, 604, 664, 7243, 788, 847, 912, 971, 1936, 

spondence on, 1311 by rupture and escape of hycatid fluid 1100, 1164, 224, 1284, 1344, 1403, 1464. 

Motor car and water rate, 1342, 1398 (Edmund C. Bevers), 136 1524, 1573: case of Mr. Feers, a mis- 

Motor end carriage, cost of, 120 Needles, pelvic pedicle, 149 carriage of justice, 60, 120; iodine in 

Motor as a disinfecting machine, 164 Negroes tuberculosis among, 156 vomiting of pregnancy. 60; steriliza- 
Motor cycles, 1464 


NEIL, THOMAS: Obstetrical chart, 499 
Nematodes occasionally parasitic in man, 
Motor tyres, €0, 179, 757 two new genera of (Robert T. Leiper), 1296 
Motoring for country practitioners, 971 Nephrectomy for renal sarcoma in children 
Mort, F. W. : Review of Charles S Sherring- (K. W. Monsarrat), 749 
ton’s book on The Integrative Action of the Nephritis in infants (George Carpenter), 813 
Nervous System, 567: editor of Archives of | Nephrotomy and pregnancy (Haig Ferguson), 
Neurology from the Pathological Laboratory of 80 
the London County Council Asylums, Claybury, 
Essex, rev., 1539 
Moulds, de novo origin of (H. 
Bastian), 201 
Moustache clip for laryngoscopy, 942 
Mouth gag, 106 
MOYNIHAN, B. G. A.: On 


tion of certsin degenerates. 60; an ostev- 
pathic diagnosis, 60; best way to re- 
move tonsils, 120; the late Baroness 
Burdett-Coutts, 120; cost of motor and car- 
riage, 120, 180; medical ‘* diplomacies,” 120 ; 
erratum, 120, 1036, 1164, 1464; radical cure 
of hernia, 180; compressed drugs and self- 
* drugging, 180; bottled water of the Jordan, 
180; obstetric notes, 180; use for vaccina- 
tion, 180; a horse doctor and an ass, 180: 
nostrum for diabetes, 240; fashion in 
medicine, 240; remedy for hospital abuse, 
240, 296, 540, 1284, 1344, 1404, 1464 ; conditious 
of practice in tropical and subtropical 
countries, 240; salaries of lady assistant 


Motor tricyles, 1224, 1284 


Nerve, great sciatic. 
(James Sherren), 367 

Nerves, regeneration of, with regard to sur- 
gical treatment of certain paralyses (Basil 
Kilvington), 988; (C. J. Bond), 1172 

Nerves, spinal and cranial, lesions of experi- 
mentally produced by toxins (David Orr 


secondary suture of 


Charlton 


Retroperitoneal 


Hernia, rev.. 145; ease of gastro-enteros- and R. G. Rows), 987 M.O.H., 240; death-bed advertisement, 
tomy combined with gastrostomy for | Nervous degeneration and _ regeneration 240; an appeal, 296; homoeopathic 
ulceration of stomach caused by swallowing (W. D. Halliburton), 1041, 1111; corre- treatinent of heart affections, 296; me- 
hydrochloric avid, €81 


spondence on, 1396, 1460 

Nervous diseases, review of books on, 205, 
567, 1124 ° 

NETTER, Professor: On typhoid from oysters, 
469, 1214 ; report of commission on, 1214 

NETTLFSHIP, Mr.: Congenital night-blind- 
ness, 1483 

Neurology, review of books on, 1242 

Neuroma, plexiform (G. G. Hamilton), 749 

NEWBOLT, G. P.: Duodenal ulcer and lung 
abscess, 81 : 

Newcastle-upon-Tyne, notes from, 49, 407, 530, 
712, 899, 1145; Royal Victoria Infirmary: 
Appointment of gynaecologist, 49: ball for 
funds, 49; influenza epidemic, 49; Christ- 


dical Indemnity Assurance Company, 296: 
ship surgeons, 356; partial dislocation oi 
larynx, 356: streets named after doctors, 
356, 416; Christian science, 356; premature 
obituary, 416; a lasting cure, 416; homoeo- 
pathy, 416: lady and the larynx, 416; 
Orotava and the public health of Teneriffe, 
476; the apprenticeship question, 476, 604, 
848: multiple internal diverticula of small 
intestine, 540: danger to smokers, 540; 
**weakness of the strong man,” 5.0; post- 
partum haemorrhage, 540, 724; inppro- 
priate quotation, 540; *‘ cure for the tobacco 
habit,” 540; case of placenta previa, ¢04; 


Mucous membranes, urticaria of, 587 

**Mugwump,” 91 

Mutrx, Professor: Case of lymphadenoma ina 
boy of 14, 815 

MULtER, Professor F., visits Canada, 1272 

MUMMERY, P. LocKHART: Operation for 
removal of entire rectum and neighbouring 
lymphatic area for carcinoma, 1289 ; causes - 
of colitis, 1424 

Mummification in Egypt, 521 

Murder trials, insanity in, 1209 

— FRANK E., obituary notice of, 


MuRRAY, G. CAMPBELL: The Saprophytic 


Theory of Cancer, rev , 86 
Murray, H. MONTAGUE: Standard of the 
medical degrees of the University of 
am 905 ; acute pneumonia in children, 


MuRRAY, R, W.: Etiology of inguinal and 
femoral hernia, 201 

MURSELI, H. TEMPLE: 
vesical fistula, 126 

— acute suppuration in (W. G. Spencer), 


Traumatic recto- 


Muscular atrophy. See Atrophy 

Muscular spasm under chloroform anaes- 
thesia (A. Campbell Stark), 991; (John M. 
MacPhail), 1362 

Muscular spasms, tonic (Dr. Sawyer), 1119 

Museum, medico-historieal. in Berlin, 643, 715 

Museum, Welsh National, 774 

MUSSELLWHITE, W.: Maniacal chorea, 1302 


Myaesthenia gravis (A. W. MacIntosh), £64; 


(Stanley Barnes), 625 

Myeloma, multiple (J. R. Charles and H. H. 
Sanguinetti), 196 

Myelopathic trichosis, cervical (Sir William 
Gowers), 1304 


Myers, A.B. R.: Proposed union of medical 
societies, 114 





mas festivities, 49; annual meeting. 407; 
changes in administration, 1145: probable 
removal of the lying-in hospital, 49, 408; 
post-graduate courses, 49: sanatorium for 
consumption, 49; proposed new charter for 
Durham University, 407; Glasgow Univer- 
sity Club, 408; rescue work in coal mines 
after explosions, 408; North of England 
Glasgow University Club, 530; North of 
England Edinburgh University Graduates’ 
Club, 712; the Clinical Society, 899: recon- 
stitution of Durham University, 1145 

New growths, review of books on, 875 

NEWMAN, E. A. R.: Manual of Aseptic Surgery, 
rev:, 

New patients, 535 

New pentacle of rejuvenescence, 1142 

Newport municipal milk dépot, proposed, 
13 


91 

New South Wales, notes from. 227, 753, 836, 
1019 : spitting nuisance in, 227 ; plague in, 
227, 836 ; Reports from Pathological Laboratory 
of Lunacy Department of, rev.. 753; Labour 
party and public health, 837; estimated 
population, 837; bubonic plague, 1019; 
friendly societies and the medical pro- 
fession, 1019. See also Australia; Sydney 





therapeutic use for gall stones, 604; doctor 
amputates his own arm, 604; things that 
might have been expressed differently, 604 ; 
new medical saint, ¢04, 664; Royal Medical 
Benevolent Fund, 664; a surgical chemist, 
664; thread worms, 724; trypsin in cancer, 
724, 788 : railway appointments in India, 724 ; 
Edalji case, 788 ; motor cars, 788, 847, 848 971, 
1100, 1464 ; Shakespeare’s ‘“‘insane root,” 788 ; 
prevention of hospital abuse in Paris, 788 ; 
defence of steam cars, 848; local anaes- 
thesia for extraction of teeth, 848, 971, 1284 ; 
estimation of proteids in milk, 848; 
domestic physicking, 848: tsetse vd and 
horse sickness, 846; proposed Manchester 
University Lodge. 912; congenital absence 
of one kidney, 912; motoring tor country 
practitioners, 971; cystinuria, 972; scabies 
and balsam of Peru. 972, 1100, 1164; lick- 
ing the fingers, 972; advice gratis, 
972; a complicated failure, 972: an old 
election bill, 972; premature birth of 
twins, 972; punishment fitted to the 
crime, 972; treatment of tuberculosis, 
1036; effect of respiration on the heart. 
1036; remarkable speciality, 1036; pal- 
pation of umbilical cord in utero. 1036: 
Christian Science, 1036; registration 1 eturrs 
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of London medical schools, 1100; fees to 
inedical officers in Poor-law iustitutions 
when an inquest is held. 1100: treat- 
ment of sepsis, 1100; record in births, 11€0; 
haemorrhage from the cord. 1164; the late 
Dr. Markham Skerritt, 1224; motor tri- 
cycles, 1224, 1284; teetotal conscience, 1224; 
calcium iodide in treatment of ulcers, 1284; 
hydrocephalus, 1284; carbolic gangrene, 
1344; use of strychnine, 1344; is conserva- 
tive treatment of the ovaries overdone? 
1344; Exeter meeting, 1403: doctrive of pre- 
existence, 1404; first aid to wounded and 
sick in the London streets, 1494; Royal 
Hospital for Incurables, 1404: calcium 
iodide in treatment of ulcers, 1464 : motor 
cycles, 1464 ; hypnotism and its application 
to medicine, 1464, 1524; a correction, 1464; 
true gratitude, 1464; internal urethrotomy, 
1524, 1580; post-scarlatinval desquamation, 
1524, 1589; drunkenne-s,f1524; ambulance 
dogs, 1523; ventrifixation of uterus, 1524; 
scientific “nightcap.” 1524; West African 
Medical Service, 1579: Central Midwives 
Board, 1580; sudden death from cerebral 
haemorrhage in a girl, 1580; Bad Nauheim, 
1580 ; academic costume at the annual meet- 
ing, 158); memorial to Charles Dickens, 1580 

Notes on books. See Reviews 

Notification Act. See Act 

Notification fees. See Fees 

Notification of liveborn and stillborn child- 
ren, 1275. See also Bil) 

Nova Scotia, reciprocity with, 1325 

nova et Vetera, 29, 83, 211, £33 ; Shakespeare’s 
“insane root,” 29; small-pox and iaocula- 
tion in China (E. H. Parker), 88 ; lectures on 
surgery at St. Bartholomew's Hospital, 1731- 
1905 (D’Arcy Power), 211; ex-votos in Con- 
stantinople, 533 : 

Novocain as a local anaesthetic (J. W. Pare), 
1171 

Nucleinate of soda. See Soda ; 

Nucleo-albuminuria (T. R. Bradshaw), 1184 

NUNNELEY, F. P.: Aneurysm of the Abdominal 
Aorta. rev., 631 : 

Nurse, the Modern, rev., 3241 

Nurses, diplomas for, 945 

Nurses’ Enquire Within, rev., £03 

Nurses, parish, 912 

Nurses, Poor-law. See Poor-law 

Nurses, Queen Victoria Jubilee Institute for, 


Nurses, recommendations by, 355 

Nurses, registration of, in Australia, 44; in 
Minnesota, 421 

Nurses, Registration of, fifth annual meeting 
of the Society for, 132 

Nurses, St. John’s House for, 397 

Nurses, women, for the American navy, 27 

Nursing Conference, [oternational, 1450 

Nursing, district, in Vienna, 1147 

Nursing Guide, rev., 3244 

Nutrition, review of books on, 503 


O. 
oneen in children’s dict (Chalmers Watson), 


Obesity and hirsuties, precocious (L. Guthri3 
and W.d’Este Emery), 1183 

Obituary notices, 54, 114, 178, 233, 291, 349, 414, 
473, 7. 601, 661, 721, 784, 843, £03, 970, 
1032, 1095, 1157, 1221, 1277. 1337, 1400, 
1461, 1519, 1575; Thomas Henry Cheatle, 
54; Herbert W. Kendall, 55; Andrew 
Balfour, 55; Frederic Charles Gritfith 
Griffin, 55; Edward Ashby Fardon, 114: 
William Travers, 115, Robert Travers Lewi-. 
115; Maurice O’Connor Drury, 115; David 
McKeown, 176; Ebenezer Toller, 177; Paul 
Julius Moebius, 177; John Anderson Cox, 
177: John Lyster Jameson, 177; Norcott 
v’Esterre Harvey, 177; John Farmer, 238: 
T. G. Macormack, 238; Emile Java], 238; 
Deputy Surgeon-General Richard Chap- 
maa Lofthouse, 238; Deputy Inspector- 
General Robert Whichcord Beaumont, 
238; Alexander Peddie. 291: Thomas 
Savage, 293: Pierre Budin, 294: Surgeon 
Richard Uniacke Cashmap, 294 ; Sir Michael 
Foster, 349, 474; Dmitri lvanovitch Men- 
deléef, 351 ; John Guest Gornall, 414 ; Robert 
Thomas Forbes, 414 ; Frederic Collins, 474; 
Robert A. L. Graham, 474 ; Surgeon-General 
Frederick William Wade, 474; Lieutenant- 
Colonel George Francis Dooley, 474; Sir 
William Hingston. 537; Denis Daviot, 537: 
G. Daremberg, 537: Allan Macfadyen, 601; 
Thomas Hatfield Walker, 6)1; Hon. Alan 
Herbert, 651; Edgar Leonard Farncombe, 
€61; Deputy Surgeon-General Jonas King 
Carr, 661; Brigade-Surgeon Hugh Mackay 
Macbeth, 661; David Lowson. 721; William 
A. Frederick Bateman, 721; Arthur 
Frnest Sansom, 722; Henry St. John 
Brooks, 722; M. Berthelot, 722; James 
Good Curtis, 784; Frarcois Joseph 
Hergott, 785; Frank E Murray, . 785; 
Pierre Benoit Emile Mauchamp, -785: 
Deputy Inspector-General William Campbell 
Seaman, 785; Coloncl Johu M:‘Conaghiev, 
785; Lieutenant-Colonel Gerard Macklin 
Eccles M'‘Kee, 785; Deputy Inspector- 





General George Curtis, 786; Mathias Duval, 
786; Emmanuel Schreiber, 786: Xavier 
Galezowski, 786: Deputy Surgeon John 
Anderson Cox, 786: Surgeon-Major John 
George Gibbs, 786; Captain William Edward 
James Tuohy, 786; Ernst von Bergmann, 
844; John Latimer Parke, 845: Robert 
Sterling, 815; Surgeon-General Sir John 
Harry Ker Innes, 846; Dr. Oronliyatekha 
of Toronto, 846; Thomas Herry Wakley, 
903; Dr. Phillips, 904; Ferdinand A. Purcell, 
904: Surgeon-Major Charles Hatchell, £04; 
Statf-Surgeon Edmund Waller, 904; Wil- 
liam H Drummond, 970: Arthur D. Peill, 
970; Captain Thomas White. 970: William 
Henry Ransom, 1032; John Comyns Leach, 
1033; Thomas Holmes Ravenhill, 1033; 
Surgeon-Major William Edward Caird, 1033; 
George Armstrong Peters, 1095: Francis 
William Smith, 1025: Robert Hughes, 1096; 
Professor von Mosetig-Moorhof, 1096: Hugo 
Magnus, 1096; Edward Markham Skerritt, 
1157; Jonathan F. C. H. Macready, 1161; 
Robert Barnes, 1221: Paul Poirier, 1222; 
Frederick William Storry, 1223; Walter 
Hugh Paterson, 1223; Robert Hamilton 
Ramsay, 1223; Sir Joseph Fayrer, 1277, 1339 ; 
Charles Féré, 1281; Gustave Schoenberg, 
1281 ; Joseph Groves, 1339 ; William Seymour 
Burrows, 14€0; Samuel Lodge, 1100; Edward 
Ussher Croker, 1400: Donald James Mac- 
donald, 1401; John Sibley Hicks, 1401; 
Maxwell Tylden Masters, 1401; Lieutenant- 
Colonel William Perey Bridges, 1401: Lieu- 
tenant-Colonel William Edward Griffiths, 
1402; Surgeon-Lieutenant Colonel John 
Alexander Howell, 1402; Surgeon-Major 
Lancelot Armstrong, 1402: Henry Couling, 
1461; George Henry Biden, 142: Heath 
Stiange, 1462; EFdwin Price, 1462; Major 
David Macbeth Moir, 1462; Julius Dresch- 
feld, 1519; Brigade Surgeon Benjamin Lane, 
1520; David Grant, 1520; Brigade-Surgeon 
James Balfour Cockburn, 1521 ; Lieutenant- 
Colonel Alexander Bannerman Strachan, 
1521; Brigade-Surgeon William Jay, 1521: 
Surgeon-Major Robert Reid, 1521; Edward 
Haliaran Bennett, 1575 

Obituary, a premature, 416 

Obiects of Hunter’s Life (Henry T. Butlin), 


357 

Obligations of an anaesthetist, 237 

Obligations of a substitute, 237 

Obstetric notes, 180 

Obstetrics, review of books on, 692, 1425 

Obstetrical chart (Thomas Neil), 499 

Obstetrical Society. See Society 

Obstruction, acute, following acute pelvic 
abscess (Ernest Leach), 1050 

Obstruction, intestinal, due to intussuscep- 
tion in an adult (G. S. Thompson), 
867: caused by a gall stone (William 
Robinson), 867 

Obstruction, intestinal, multiple (Robert 
Ramsey), 1296 

O’CARROLL, Dr.: Suffocative bydrothorax 
with repeated tapping of pleurae, 262 

O'CONNELL, PETER REILLY appointed High 
Sheriff for Belfast, 339 

Ocular muscles, recurrent paralysis of (R. J. 
Hamilton), 687 

Odd man out, 176 

Odessa, foundation of home and out-pstient 

Ps gaa * — diseases in, 1182 
DGERS, N. : Case of retropnaryngeal 
fibroma, 1236 ne 

Odontoid processes of the axis, fractures of 
(E. M. Corner), 1183 

Odour of fish mavure. See Fish 

Oesophageal stricture, 6) 

Oesophagus, cancer of. See Cancer 

— diverticulum of (Bilton Pollard), 


Oesophagus, obstruction of (H. E. Davison), 
138, (Van McKenzie), 494 
Office of public vaccinator. See Vaccinator 
OHMANN-DUMESNIL, A. H, describes a 
‘ gangs was, see — origin, 1260 
age, pathotogical aspects of (Vi 
pletion 144 . “ eae 
Old election bill, 972 
Oldest medical document in the Norse 
languaggs, 91 
Old Missouri doctors, 1014 
OLIVER, GEORGE: Control of supernormal 
arterial pressure, 996 
OLIVER, THOMAS: Thoracic aneurysm. €05 
Oliver-Sharpev lectures. See Lectures 
Opaque capsule (Angus McGillivray), 1366 
Open-air fcrest school, 1333 
Operation cases, claim of the surgeon to con- 
tl oy P gagpcimcrancsoe of (Charles A. 
rton), ; correspondence on, i 
720, 777. 965 ssneliiinia 
‘Operations on the kidney.” Sze Kidney 
Ophthalmia neonatorum, 233 
Ophthalmic quacks. See Quacks 
Ophthalmic symptoms in general diagnosis 
and prognosis (R. Marcus Guun), 1353 
Ophthalmological Society. See Society 
Ophtha! mology. reviews of books on. 147, 631 
Opium poisoning, case of suspected, 98 
OPPENHEIM, H.: Beitrag zur diagnostic und 
Therapie der Geschwulste in Bersich des 
zentralen Nervenssystems, rev., 1124 
—— CARL: Toxines and Antitoxines, 
”? 





Opsonic estimation of tubercle, suggested 
modification in (R. D. Campbell), 866 _ 

Opsonic index, surgical tuberculosis and 
(Joseph Stark), 1536 

Opsonie index, tuberculous (Ian Struthers 
Stewart and L. C. Peel Ritchie), 626 - 

Opsonic index, influence of antituberculous 
serum on (W. Cecil Bosanquet and Ronald 
E.: French), 862 ‘ ' 

Opsonic indices (W. d’Este Emery), 496 

Opsonic power of the mother’s blood serum 
and milk (Edward Turton and Koy Apple- 
ton), 865 ; . 

Opsonic treatment of actinomycosis of lungs 
(Dr. Wynn), 1119 

Opsonins, discussion on, 20, 379 

Opsonins in relation to the specific treat- 
— of tuberculosis (J. Edward squire), 

17 

Opsonips and their utility in practical medi- 
cine (Herbert French), 256 

Oral instruction of deaf and dumb, 1369 

Oregon. proposed sterilization of degenerates 
in, 94 

Orfila, 327 ’ 

Organization, medical, in Canada 43 

Organization of the profession in South 
Africa, 150 é : 

ORME, WILLIAM BryYCF, receives permission 
to accept Fourth Class of Order of Med- 
jidieh, 34 ; 

ORONHYATEKHA, Dr., obituary notice of, 846, 
9 


= and the public health of Teneriffe, 
76 


Orr, Davin: Lesions of spinal and cranial 
nerves experimentally produced by toxins, 
7 


98 

Orthopaedics, review of works on, 1061 

ORTON, G. HARRISON: Roentgen Rays in 
Diagnosis of Diseases of the Cheat. rev., 206. 

ORTON, W.8.: Case of suppurative mening- 
itis, 79 

Osborne Convalescent Home, 898 

OSLER, WILLIaM: The late Dr. Schorstein and 
medical education, 535; opens discussion 
on cancer of stomach, 746 i 

Osteogenesis imperfecta (? syphilitic) (G. A. 
Sutherland), 748 

Osteopathic diagnosis, 60 

Osteo-arthropathy, pulmonary hypertrophic 
(H. Batty Shaw and &. Higham Cooper), 748 

= of base of brain (F. P. Weber), 

5 


Osteo-sarcoma of pelvis obstructing labour 
(M. B. Ray), 191 

Other people’s sewage, 662 

Otitis media, acute (Dr. Peterkin), 564 

Otitis media, chronic suppurative (E. M. 
Stockdale), 1057 

Otitis media purulenta with repeated rigors 
(reported by A. B. Mahon), 80 

Orro, R.: On the standardization of curative 
serums, 162 

Oughterard, tyhpus fever at, 769, 1018 

Out-patients, limitation of, 950 

Ovarian cysts. See Cysts 

Ovarian dermoids. See Dermoids 

Ovarian disease, uterine, haemorrhage and 
(W. H. Maling), 1480 

Ovarian prolapse, treatment of (Victor Bon- 
vey), 81 

Ovaries, is the conservative treatment of 
overdone ? 1143, 1344 

ee at the age of ten (J. V. Arumgam), 


a 
we in primary and secondary schools, 


OWEN, EpmuUND: Cancer, its Treatment. by 
Modern Methods, rev., 572; hernia, particu- 
larly in children, 1285 - 

Ownership of negatives, 57 

Oxalic acid poisoning and beri-beri, 709 

Oxford, new endowment for, 1269 

—" post-graduate ophthalmology at, 


Oxford University. See University : 

OXLEY, A. J. RICE, appointed Physician-in- 
Ordinary to H.R.H. Princess Henry of 
Battenberg, 470: abscess caused by im- 
pacted tooth, 1362 

Oxygen and chloroform apparatus, Roth- 
Driiger, 1067 

Oxygen poisoning, 1570 

—" vermicularis (A. Newton Davies), 


93; 
Oysters. typhoid from (Professor Netter), 
469, 1214 ; report of Commission, 1214 


Ps 


Paediatrics in universities, 42 . 

PAGE, F. J. M., Elements of Physics for Medical 
Studentsa, rev , 1189 

ee od JAMES, epigram by Shirley Brooks 
on, 

Paid_appointments to staff surgeoncies in 
India, 843 

Pain, referred, and its diagnostic value 
(David Forsyth), 1469 - F 

Palate, cleft, new method of dealing with 
(F. N. G. Starr), 1532 sins 

Palate, hard, plastic operation for syphilitic 
perforation of (H. L Barnard), 262 
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PALMER. H. B.: Card system for the visiting 
list, 1217 

PALMER. HORACE J., awarded Government 
grant for efficient vacciuation, 109 

PALMER, MARGARET D.: Lessons on Massage, 
rev., 444 

Panama, malaria suppression in, 401; sanita- 
tion of, 1560 


Pancreas, some affections of (Sidney P. 
Phillips), 143 
Pancreas, discussion on (Professor Mac- 


William and Hugh McLean), 814 
Pancreas. subcutaneous injury of (George 
Hebb Cowen), 1048 
Pancreatitis, acute haemorrhagic (W. 
pcinsane hg roe igh 
Pancreatitis, two cases of, treated b ra- 
tion (M. Guinard), 656 dies 
Pa ain in malignant growths (C. W. Branch), 


Paralyses, regeneration of nerves with regard 
to surgical treatment of certain (Basil 
Kilvington, 988; (C. J. Bond), 1172 

ee ve [seer ra ba see soleus, with 

ipes calcaneus, treate nerve-grafti 
gen 3 Lg ‘ , asain 
aralysis, general, of ihe insane in a bo 

“ (J. S Linn = pee Holmes), 378 . 
aralysis of ocular muscles, recurre ae 
Hamilton), 687 ; wnlbsaiie 

Paralysis, post-operative, facio-hypoglossal 
anastomosis for (A. H. Tubby), 748 

Paralysis of vertical movements of eyes (Lud- 


ford Cooper), 438 
Paralytic talipes. See Talipes 
Parasites, animal, staining of (I. Walker 


i] 


Parasites, haemogregarine, of mammals, 172 


Parasitology, Chair of, in Paris, 287 
rin in man (David Forsyth), 372, 


— J. W.: Local anaesthesia by novocain, 


Paris, special correspondence from, 50, 172 
469, 533, 656, 715, 837, 958, 1089, 1214, 1332 
1458, 1514 ; Albert Robin on the treatment of 
pneumonia, 50; annual general meeting of 
the Académie de Médecine, 51;vital statistics 
of France for 1905, 172; agglutination test at 
the commencement of typhoid fever, 172: 
death of trofessor Budin, 287; proposed 
memorial to Professor Budin, 838; Pro- 
i ssor Huchard on the treatment of pre- 
sclerosis, 287; chair ot parasitology, 287: 
Professor Netter on typhoid from oysters, 
469; M. Bardet on the nature and prepara- 
tion of metallic ferments, 533; ‘* Punch 
d’'Honneur” given bythe General Associa- 
tion of Students, 533; M. Guinard on two 
cases of pancreatitis treated by operation, 
656 ; treatment of muscular atrophy after 
effusion into joints by muscular work, with 
progressive resistance (Dr. Rochard and 
Dr. de Champassin), 715; recent vaccina- 
tions in Paris. 837; injection of fresh serum 
as a haemostatic in haemophilia, 837: serum 
treatment of baciliary dysentery, 958; con- 
— A.A —-* 958; economical 
ganization of e struggle against 

tubercle, 1089; house distribution of 
Subercle in Paris, 1089; organization of 
consultation for infants throughout Paris, 
1089 ; report of commission on typhoid fever 
and gastro-intestinal infection from oysters. 
1214; Professor Lannelongue on urinary 
toxicity in appendicitis, 1332; value of pre- 
ventive injections of antitetanus serum, 
1332; visit of University of London to Uni- 
versity of Paris, 1332; annual luncheon of 
Continental Anglo-American Medical So- 
ciety, 1332; Professor Hallopeau on the 
<reatment of syphilis by atoxyl, 1458; a 
correction re, 1515; M. Roux on the early 
diagnosis of tuberculosis, 1458; change of 
chairs in the University of Paris, 1458 : visit 
of Association of Water Engineers to Paris, 
1514; Professor Chantemesse on the pro- 
phylaxis and treatment of peritoneal infec- 
tions by nucleinate of soda, 1515 ; professor- 
ships and hospital appointments, 1515 

Paris, medical night service in, 646 ; medical 
teaching in, 745; prevention of hospital 
abuse in, 788 

Parish midwives. See Midwives 

Parish nurse, See Nurse 

PaRISOT, Professor : Professional secrecy and 
syphilis, 766 

PARKE, JOHN LATIMER, obituary notice of, 


PARKER, CHARLES A.: Another form of hos- 
pital abuse, 1516 

PARKER, E. H.: Small-pox and inoculation 
in China, 88 - 

PARKER, GEORGE: Case of splenic leukaemia 
ti7p plicated with gout and albuminuria, 


PARKER, RUSHTON: Ligature of common 
147 ‘on for arterial dilatation and epilepsy, 


Parkes Memorial Prize, 397 

ARKINSON, P. R.: Morbid histology of the 
adrenals, 1122 

Parliament, medical notes in, 103, 404, 463, 
524, 589, 650, 709, 768, 832, 898, 954, 1017, 1084, 
1144, 1210, 1269, 1326, 1386, 1452, 1509, 1562; the 
session of 1906, 103; the session of 1907, 404; 
the King’s speech, 406; debate on the ad- 





dress, 405; private member’s Bills, 405, 464 ; 
Public Health Bill, 405, 710, 768, 1210, 1453, 
1510: course of business, 405, 464, 590, 769, 954, 
1386: vaccination, 463, 525, 590, 709, 769, 898, 
954, 1084, 1326; cerebro-spinal fever, 464, £25, 
109: bovine tuberculosis, 464; new army 
scheme, 524: ventilation of. the House of 
Commons. 524, 651; pulmonary tuberculosis 
in soldiers, 525, 769; Local Government 
Board and cerebro-spinal fever, 525; vac- 
cination and cerebro-spinal fever, 525; 
death-rate of Belfast, 525 ; infant mortality, 
525, 590: phosphorus necrosis, 525: 2-ray 
apparatus, 525: typhoid outbreak at Fleet- 
wood Cainp, 525: cost of poor relief, 525 ; 
cost of Tuberculosis Commission, 525 ;medi- 
eal inspection and feeding of school chil- 
dren, 589, 710, 1210, 1269, 1509; infant mortality 
and the Poor Law, 590: cost of vaccination, 
590: salaries of medical officers, Poplar 
Union. 590; Public Health Officers Bill, 590, 
768, 898, 1144: Metropolitan Water Board 
(Charges) Bill. 590; new Bills, 590; second- 
hand bottles. 590: Public Health Acts, 650 ; 
public health return, 651; Chicago meat 
scandals, 651: tuberculosis and milk, 651, 
1018 ; Consumptive Sanatorium, Cork, 651 ; 
workhouse schools, 651 ; sanitary condition 
of Lewis, 651: antivaccination at Croydon, 
651; teaching of hygiene in schools. 651 ; 
salaries of M.O.H., 709; Scotch poorhouse 
medical officers and security of tenure, 709; 
dismissal of a Scotch parochial medical 
officer, 769: vaccination officers and de- 
faulters. 709: disinfectants, 710; lunacy in 
Egypt, 710; the Ardler scab, 710; insanita- 
tion at Somers Town, 710; Nurses’ Regis- 
tration Bill, 710: Dr. Haff kine’s position in 
India. 710: practice by companies, 710; 
Parochial Medical Officers (Scotland) Bill, 
768: tuberculous cows, 769; tuberculosis 
in parochial infirmaries, 769; treatment of 
inebriates. 769: costof Poor Lawin London, 
769: marriage certificates and medical re- 
lief, 769: coastguard medical attendance, 
769: typhus fever at Oughterard, 769, 1018 ; 
deaths after vaccination. 769: Muovicipal 
Milk Dépéts Bill, 769; Scotch parochial 
medical relief. 832 : prevalence of anthrax, 
832 : insanitation in metropolitan factories 
and workshops, 832: debate on the 
adjournment for Easter, 832; Lambeth 
Poor-law school, 832: guardians and board- 
ing-out system, 832: tests for colour blind- 
ness, 832: Roval Commission on Sewage 
Disposal, 832, 1453: after the Recess, 895: 
Osborne Convalescent Home, 898; tinned 
foods from South Africa, 898: magistrates 
and vaccination, 898 : compulsory notifica- 
tion of phthisis, 954. 1563 ; tuberculosis and 
dairies. 954: mortality from snake poison 
in India. 954 ; vaccinated veal for M.P.’s, 
954: death certificates, 954 ; deaths of rail- 
way servants from accidents, 954 ; insanita- 
tion at Draperstown. 954; the Budget, 
1017: Notification of Births Bill, 1017; 
factory inspectors and lead poisoning, 
1017: Central Midwives Board and the 
training of midwives, 1017: Butter and 
Margarine Bill, 1018; plague in India, 1018, 
1210: special sanitary service for plague, 
1918; public vaccinators and the’r fees, 
1018 ; insanitation at Kingstown Barracks, 
1018: sanitation of Irish Constabulary 
Rarracks. 1018: King Edward’s Hospital 
Fund, 1018, 1387, 1510; medical practice by 
companies, 1084: vaccination order, 1084; vac- 
civation fines, 1084; small-vox in Germany 
apd variolous lymph, 1084; phosphorus 
poisoning. 1084; blood poisoning from calico 
making, 1085; lead poisoning at the dock- 
vards, 1085; Poor-law children in work- 
houses, 1085; Poer-law children, 1085; Poor- 
law children in separate establishments. 
1085: Poor-law relief and marriage certifi- 
cates, 1085: Royal College of Physicians and 
vlague, 1085; medical officership to the 
Embassy at Tokio. 1085, 1210: Society of 
Apothecaries London Bill, 1085; Irish 
Council Bill, 1144: shop hours, 1144 ; origin 
of meat consumed in England, 1144; small- 
pox at Devonport, 1144; maintenance of 
lunatics and imbeciles in workhouses, 1144: 
Whitsuntide recess, 1144; Royal College of 
Surgeons of England, 1210; Factory and 
Workshops Bill, 1210; opposition to Bills, 
1210; plague deaths in India, 1210, 1452; 
Prohibition of Medical Practice by 
Companies Bill and Dental Companies 
(Restrictions of Practice) Bill. 1269. 
1387 ; Vaccination Bill, 1326, 1452, 1510; cost 
of municipal milk dépdt. : pen- 
sions and anaesthetics, 1327; Hartley 
Wintnev schools, 1327 ; Notification of Births 
Bill. 1327, 1387, 1562:thealth questions in Scot- 
land, 1387 ; parish midwives, 1387 ; Inebriates 
Acts, 1387; drainage at Kingston Barracks, 
1387: tuberculous cows, 1387; London 
County Council and Inebriates. 1387; 
inquests in London workhouses, 1387 ;_pro- 
secutions under the Vaccination Acts, 1452; 
Colwyn Bay and its drainage, 1453, 1563: sew- 
age of Southend-on-Sea, 1453; medical officers 
at embassies and consulates, 1453; sanitary 
inspectors, 1453; tinned meat, 1453 ; disease 
from tramway tickets. 1453; physical 
deterioration and town life, 1509; teaching 
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of hygiene and temperante in elementary 
schools, 1510; King Edward’s . Hospital 
Fund for London Bill, 1510; vaccination 
ofticers and the Vaccination Bill, 1510 
rant for health and sanitary officers, 1510; 

Junacy commissioners, 1510; .Poor-law 
inmates and lunatics in Ireland, 1510 
schools of tropical medicine, 1563 ; cancer 
in India, 1553; insanitary barracks, 1563: 
women guardians, 1563; sewage at Dum- 
barton, 1563: consolidation of Public 
Health Acts, 1563; medical referees under 
the Workmen’s Compensation Act, 1563 

Parliament, recent changes in the Govern- 
ment, 281 

Parliamentary session, medical aspects ' of, 96 

Paraffin injection, syringe for, 1543 

PARRY, T. Witsoyn: Differential diagnosis 
between Méniére’s disease and other cases 
as Méniére’s complex of symptoms, 


PARRY-JONES, M.: 
thorax, 1058 

ParRSONs, J HERBERT: Treatment of lacry- 
mal obstruction, 417; Pathology of the Eye, 
rev.,631_ 

Parsons J. INGuis: Remedy for hospital 
abuse, 240, 540 

Partners and holidays, 1342 

Partnership accounts, 909 

PASCAULT, L.: L’Arthritisme par Suralimenta- 
tion, rev., 1186 

PASTEUR, the greatest Frenchman of the 
last century, 99 

Pasteur Institute in the Far East, 648; at 
Kasauli. sixth annual report, 1271; new in 
India, 1567 

Pasteurization of milk in New York, 784 

PatcH, Dr.: Kationale of Bier’s method, 


Some cases of pneumo- 


3 
or habitual dislocation of (Wm. Drew), 


Patent medicines (F. J. Waldoon), 34. Seealso 
Quack medicines and Medicines, patent 
ee. WALTER HUGH, obituary notice of, 


Pathological Museum at annual meeting. See 
Association, annual meeting 

Pathological Society. See Society 

Pathological technique, 59 

Pathology, reviews of books on, 817, 998, 1307 

PATIN, GUI, letters of, 1375 

PaTON, D. MONTGOMERIE: New Serumtherapy, 
rev., 322 

Paton, HK. Percy: Transplantation.of the 
ureter into the bladder for uretero-vaginal 
fistula, 125 s 

PAULI, W.: Physical Chemistry in the Service of 
Medicine, rev., 998 

Pauper insane. See Insane 

Pauper lunatics. Sce Insane 

= patients and private practitioners, 


Paupers, tuberculous. See Tuberculous ’ 

Payment of medical men called in to assist 
midwives. See Medical men 

Payment of locumtenens. See Locum 

PAYNE, HENRY: Hadden’s Pocket Vocabulary of 
Medical Terms, rev., 444 

PaYNE, J. F. : Standard of the medical degrees 
of the University of London, 

PEACOCKE, GEORGE: Case of cerebro-spinal 
fever in a child, 994 

PEARSON KARL: A Mathematical Theory of 
sem Migration, 100; albinism in man, 
7 


Pectinate ligament (Leslie Buchanan), 1366 

Peculiar People, 1574 

PEDDIE, ALEXANDER, death of, 224; obituary 
notice of, 291 

PEERS, Mr., case of, 60, 120 

PEILL, ARTHOUR, D., obituary notice of, 970 

Peking, pew university at, 1375 

= rheumatica, case of (M. W. Williams), 


7 
Pellagra in Roumania, 1501 
PELLEW, EDWARD. See Exmouth, Viscount 
PELL-ILDERTON, F. G.: Case of hair bali in 
the stomach, 18 
Pelvic abscess. See Abscess. 
Pelvic osteo-sarcoma. See Osteo-sarcoma 
Pelvic pedicle needles, 149 = 
— M. S.: Cheyne-Stokes respiration, 


Pembroke Workhouse, scabies in, 468 

PENDLEBURY, HERBERT S.: Propose * union 
of medical societies, 54, 412; union ¢ ° medi- 
cal societies, 1391 ; 

PENDRED, VAUGHAN: Value of protargol, 787 ; 
University of London, 1333 

Pennsylvania: Bill for appropriating sum of 

120,000 for sanatorium free treatment of 

persons suffering from tuberculosis, 823; 
Bill creating State examining board of 
osteopaths vetoed, 1254; antivivisection in, 
1289 


Pensions and anaesthetics, 1327 

People’s League of Medical Freedom, 41 

Peptic ulcer, See Ulcer 

PERCIVAL, ARCHIBALD STANLEY: Defective 
development of left canaliculus, 562 

Pericardia] adhesions, are they of great 
importance ? 840, 908, i 

Pericardium, adherent, potholes and treat- 
ment of (K. F. Wenckebach), 

Pericolic inflammation and constipation. See 
Constipation 
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Perils of sterili: atio1. See Sterilization 

Perinaud’s conjunctivitis (Drs. Sinclair and 
Shennan), 13-6 

Perineum, protection of, 10¢0 

Perithesioma of uterus. See Uterus 

Peritoneal catch and holder. 268 

Peritoneal infectiou, uucleinate of soda in 
treatment of, 1915 

Peritonitis without ascertainable cause (re- 

rted by J. T. Williams), 260 

Peritonitis, chronic, causirg elephantiasis 

_ Bernstein and Frederick W. Price), 


Peritonitis, general, modern treatment of 
(A. W. Mayo Robson). 1483 
PERMEWAN, W.: Submucous resection of 
nasal septum. 501 
PERNET, GEORGE: Treatment of syphilis, 730, 
1276: a correction, 1464 
Pernizious anaemia. Sce Anaemia 
PERRETIERE. ANTOINE: Traiié des Maladies 
de la Voix Chantée, rev., 1485 
Perry, 1253 
Persia, plague in, 94; medical progress in, 
103 ; correspondence on, 660 
Persian Gulf, plague in, 1443 
Pessary, modified Napier’s, 268 
Pesterine as a plague disinfectant, 45 
PRTER, A. G. : Calcium iodide in ulcers of leg, 
991, 1464 
PETERKIN, Dr. : Acute otitis media, 564 
PETERS, GEORGE ARMSTRONG, obituary notice 
of, 1095 
Pharmacology and experimental research 
(leading article), 1203 
mapas, history of, in the olden times, 


Pharyngo-keratosis treated by applications 
- salicylic acid in sulphoricinate of soda, 


155 

Philadelphia, library of College of Physicians 
of, 1075; donation for a hospital for tuber- 
culous persons in, 1458 

PHILLIPS, Dr., obituary notice of, 904 

PHILLIPS, JOHN: Outlines of the Diseases of 
Women, rev., 208 

PHILLIPS, SIDNEY: Acute colitis and ulcera- 
tive colitis, 1355 

PHILLIPS, SIDNEY P.: Some affections of the 
pancreas, 143 

Phieboliths and the Roentgen rays (L. 
Herschel Harris), 1423 

Phosphite of creosote, 1253 

Phosphorus necrosis, 525 

Phosphorus, white, prohibition of in the 
manufacture of matches in Germany, 230 

Phosphorus poisoning, 1084 

Phosphorus-free match, 706 

Phthisis. See Tuberculosis 

Physical deterioration and town life, 1509 

Physical development and school life, 169 

Physician’s hobby, 100 

a and private home. companies, 


1 
Physiology, review of books on, 320 
— BEDFORD: Acute mental excitement, 


Pill, everlasting, 941 , 

PILLET, EMILE: Guide Clinique des Praticiens 
pour les Principale Maladies des Voies 
Urinaires, rev., 999 

Pinhole os, 847 ° 

PINNA, H. A. DE: Ship surgeons, 356 

Pious founder in Chicago, 216 

———, ncn eid of. 224 
rogoffs amputation, modified (C. Gordon 

PP ra 1056 ail ' ‘ 
iroplasma canisin the tick, development of 
(S. R. Christophers), 76: note on, 100 

PITCHFORD, WILFRED WATKINS: Meteoro- 
logical conditions and enteric fever, 233 

we’ extracts upon the kidney, action 
ol, 

Plague. prevalence of the disease. 94. 227, 273, 
455, 642. 775, 836, 878, 1018, 1019, 1075, 1146, 
1209, 1261. 1272, 1317, 1439, 1443, 1448; in 
Arabia, 455. 1075 ; in Australia, 94, 227, 273, 
642, 878, 1019. 1075, 1261, 1317, 1443 ; in Egvpt, 
94, 1075; in sions Kong, 878, 1261, 1317, 1443 ; 
in India, 94, 273, 455. €42, 775, 878, 1018, 
10°5, 1146, 1210, 1261. 1272, 1317, 1443, 1452; 
in the Maritius, 94, 273, 455, 642, 878, 1075, 
1261, 1317: in Nagpur, 1439; in New South 
Wales, 227, 836: in Persia, 94: in the 
Persian Gulf, 1443: in Russia, history of, 
1209; in South Africa, 1317 : in Spain, 1075, 
1317; in Trinidad, West Indies, 1443 

Plague in Manchester in 1605, 155 

Plague deaths in India, 1210, 1452 

Plague disinfectant, pesterine as. 45 

Plague and fleas in Hong Kong, 172 

Plague prophylactic, Haffkine’s, 277, 285, 343, 
395, 928. See aleo Haffkine 

Plague research laboratories at Bombay, 109 

Plague, review of books on, 691 

Plague, Royul College of Physicians and, 1085 

Plague, serum treatment of, 20 

Plague, special sanitary service for, 1018 

Plague, transmission of, correspondence on, 


Plastic operation for syphilitic perforati 
hard palate (H. L. Barnard), 262 eer, 
i al the posterior nares (A. Ogier Ward), 


Plumbers, registration of, 662 
‘ Pneumonia, acute, abscess of lung and acute 
endocarditis in (Francis H. Hawkins), 141 





ans in children (Frederick Taylor), 
1 


Pueumonia. acute, in children (H. Montague 
Murray), 1345; correspondence on, 1516 
Pneumonia, calcium salts as cardiac tonic in 
(Sir Lauder Brunton), 616; (J. Douglas 
Cree). 1175; correspondence on, 717, 778, 
840, £03, 963 . 

Pneumonia, lobar, prognosis and treatment 
of (J. O. Affleck), 626 

Pneumonia, pathogenic (H. Freeth), 17 

Pneumonia. ‘an treatment of (Dr. 
Hellier), 87: ; 

Pneumonia, treatment of (Albert Robin), 50 

Pneumothorax, some cases of (M. Parry- 
Jones), 1058 

— of Ayre, Isle of Man, as a health resort, 
154 


POIRIER. PAUL, obituary notice of, 1222 

Poisoned spines of weever fish. See Weever 

Poisoning, blood, from calico making, 1085 

Poisoning, delayed chloroform (J. Crawford 
Renton), 617: (R. Ramsey), 1237 ; correspon- 
dence on, 781 

Poisoning, colocynth (Charles N. Barton), 
1263 (T. Langton Butler), 1537 

Poisoning, lead, factory inspectors and, 1017; 
“enterospasm” caused by (Horace R. 
Wilson), 1054 : at the dockyards, 1085 

Poisoning, oxalic acid, and beri-beri, 709 

Poisoning, oxygen, 1570 

Poisoning, phosphorus, 1034 

Poisoning, wood-alcohol, blindness from 
(Robert J. Montgomery), 375 

Poisons, review of books on, 997 

Police, public, and medical profession. 409 

Police surgeons in Bradford. See Bradford 

Policy of the University of London. See 
University 

POLITZER, Professor A., retirement of, 904 

POLLARD, BILTON: Case of diverticulum of 
oesophagus, 1039 

POLLATSCHEK, A.: Die  therapeutischen 
Leisiungen des Jahres 1965, rev., 694 

— INGLIS: Retinal telangiectasis, 


PoLiock, J. E.: Thread worms, 3°6 

PoLtock, W. J. INGLIS: Bacteriology of con- 
junctivitis, 319 

Polyclinic. See College, Medical Graduates’ 

Polycoria with chronic glaucoma (Malcolm L. 
Hepburn). 438 

a splenomegalic (Robert Saund- 

y), 1165 
— malignant vaginal (Alban Doran), 


Pontypool, typhoid epidemic at, 774 

Poor Law and infant mortality, 590 

Poor-law authorities. conference of delegates 
interested in ambulance work, 274 

Poor-law children, 1085; in workhouses, 1085; 
in separate establishments, 1085 

Poor-law Commission, 284, 1388: Cork 
Guardians and, 284 ; in Scotland, 1388 

Poor-law inmates and lunatics in Ireland, 


Poor Law in London, cost of, 769 
Poor-law medical appointments, vacant, 1523 
Poor-law medical officer, arbitrary dismissal 
-.... pe aggre a Paget in 771 
oor law medical officers, gratuitous attack 
on, 408, 529 “a ‘ 
Poor-law medical officers and inquest fees, 


986 
— medical officers’ inquiry, Scottish, 


Poor-law medical officers, Scottish, dismissal 
of, 709; and security of tenure, 709 ; leading 
article on. 761: questions in Parliament, 

See also Bill, and Highland medical 
officers 

Poor-law Medical Officers’ Association. See 
Association 

Poor-law nurses in Scotland, 338 

Poor-law relief, cost of, 525; and marriage 
certificates, 1085 

Poor Law, Royal Commission on, 281 

PopE, D. H., reports case of purpura haemor- 
rhagica, 1264 

PoPE, FRANK : Hospital reform and the Hos- 
pitals Committee, 470; treatment of loco- 
motor ataxy by fibrolysin, 1471 

Popular dietetics. See Dietetics 

PORRO, EDOARDO, prize founded in memory 


of, 

Port sanitary (Liverpool) medical officer’s 
report, 1330 

Port sanitation, 784 

Port Sudan, 1083 

PORTER, A. E.: Phin 4 diphtheria of ex- 
ternal auditory canal, 232 

PORTER, C. R. : Rupture of bladder, 1123 

PORTER, Dr.: Pressure and acute albumin- 
uria, 142 

PORTER, Major F. J. W.: Radical cure of 
hernia, 180; foreign body in appendix, 495; 
treatment of scabies by balsam of Peru, 
744, 1164; medical students and organized 
gymnastic training, 842 

PORTER, J. HOUSTON: Achondroplasia, notes 
of three cases, 12 

PORTER, WILLIAM TOWNSEND: An Introduc- 
tion to a. rev., 320 

Portugal, tuberculosis congress in, 156 

POosEY,:W. CAMPBELL (Editor): Eve and 
Nervous System, their Diagnostic Relations, 
rev., 1243 





~_—< medical officers, compulsory retirement 

oO ° 

Posterior ethmoidal disease. See Ethmoidal 

Post gradvate courses: at Newcastle-upon- 
Tyne, 49; in Edinburgh, 106, 1022, 1270: in 
anatomy at Leeds, 899: at Leeds, 899, 1565 ; 
in Glasgow, 901; in Sheffield, 956; in Bir- 
mingham, 1162, 1461; at Trinity College, 
Dublin, 1211; in Ireland, 1212, 1270, 1328 ; at 
Royal Dental Hospital and London School 
of Dental Surgery, 1554 

Post-graduate ophthalmology at Oxford, 1381 

Post-partum haemorrhage. See Hacmorrhage 

Post-scarlatinal desquamation. See Fever, 
scarlet 

Potter’s asthma. See Asthma 

Potters’ ovens, Mond gas and, 1457 

Potts, EpwARD: Reduction of infant mor- 
tality at Eccles, 48 

Potts, W. A.: A protest, 1462 

POWELL, Sir R. DovGias: Evidence befoxe 
the Vivisection Commission, 1544; hon. 
Gace D.8c. of Oxford conferred upon, 


PowEr, D’ARcy: Lecturers on nig tf at St. 
Bartholomew’s Hospital, 1731-1906, 21 

PowER, W. H., appointed Chairman of Royab 
Commission on fuberculosis, 709 ; evidence 
before Koyal Commission on Vivisection, 
1195 


Pozzi-EscoT, EM.: The Toxins and Venoms and 
their Antibodies, rev., 1189 

Practice by companies, 710. 1216 

Practice in South Africa, 839, 1156, 1571 

Practice, unqualified, 1398 

Practice, valuation of, 1398, 1574 . 

Practitioners, unregistered, 57, 236, 415: giving 
of anaestixetics for, 57; and an uncertified 
midwife, 415 

PRATT, ELDON: Case of sudden death at the 
climacteric, 1231 a 

Pregnancy, abdominal, laparotomy, a living 
fetus (reported = J. Aldred Allwood), 376 

— and albuminuria (E. O. Croft), 
1240 


Peers. cornual (H. Russell Andrews), 
1 


Pregnancy, ectopic, coexisting with uterine 
(Dr. Donaldson), 440 ; 

Pregnancy, extrauterine (J. Nigel Stark), 
1232 


Pregnancy, heart disease in relation to (G. F. 
Blacker), 1225 ; 

Pregnancy, and fibroids (N, T. Brewis), 80 ;. 
hysterectomy for fibroids in (Dr. Barbour), 
4 


Pregnancy, nephrotomy and (Haig Ferguson),. 
€0 


Pregnancy, complicated by dislocated spleen.,. 
with torsion of pedicle (H. Meek), 928 

Pregnancy, vomiting of, iodine in, 60; case of 
fatal (Dr. Stookes), 440; treatment of (H. 
Aylmer Dumat), 684 

Presclerosis, treatment of 
Huchard), 287 

Prescribing chemists. See Chemists 

Presentations, 34, 144, 216, 327, 408, 588, 653, 
655, 701. 1009, 1444 

Preservatives in food, 1016 __ 

Preservatives in milk. See Milk supply 

Pressure and acute albuminuria (Dr. Porter), 


(Professor 


42 
Prevention of Corruption Act. See Act 
PRICE, EDWIN, obituary notice of, 1462 
PRICE, FREDERICK W. : Chronic peritonitis. 
amp ten | elephantiasis, 617 ; foreign bodies 
in the bronchi, 1305 
Prince’s cure. strange story of, 336 
Principal and assistant, 1342 
Principal and locum tenens, 1220 F 
PRING, C. H.: Case of Mr, Peers: a mis- 
errriage of justice, 60 
Private practitioners and paupers. See 
Pauper 
prigas! of the Académie de Médecine, 95 
Proctologist : a new periodical, 8 : 
Profession and the British Medical Associa- 
tion in South Africa, 149. See also Medical 
Professional attendance in boys’ school, 787 
— earnings of French doctors, 


Professional misconduct and the law, 276, 
345, 1398. 1447; Clifford v. Timms (leading 
article), 276 : correspondence on, 345 

Professional secrecy, 56, 178, 237, 354, 415, 766, 
1024; case of the railway signalman, 5, 
178: and syphilis (Professor Parisot), 766; 
in Vienna, 1024 : : 

Professional relations with advertizing opti- 
cians, 475 

Prophet of quackery, 644 

Proportional representation. See Representa- 


tion ‘ 
es preparations. See Secret reme- 
ies 


Prosecution for sale of unlabelled margarine 
and watered milk, 342 

Prostate, enlarged, total enucleation of (P. J. 
Freyer), 551; correspondence on, 658, 779, 


Prostate, enlarged, total enucleation of, early 
specimen removed by the late Mr. McG 
(J. A. Cairns Forsyth), 1111 

Prostate, enlarged, treatment of (L G. Gunn), 


Prostatectomy, review of books ow, 1125 
Protargol, value of, 787, 912. 
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Proteidsin milk. See Milk 

Protest, a, 14 

Protozoal theory of syphilis and cancer, 1423 

PROUT, W. J. : Lessons on Elementary Hygiene 
and Sanitation, with Special Reference to the 
Tropics, rev., 322 

Provident Dispensaries.. See Dispensary 

PROWAZEK, S. VON.: Taschenbuch dermikro- 
skopischen Technik der Protistenuntersuchung, 
rev., 1307 : 

Prussian Army Medical Department, thirty- 
fifth publication, dedicated to Ernst von 
‘Bergmann, 1242 

—- medicine, review of books on, 


5 

Ptosis, partial, treatment of, 180 

Pubiotomy (Hastings Tweedy), 813 

Public convenience and private house, 1393 

Public health and Poor-law medical services, 
§9, 118, 179, 237, 272, 415, 473. 538, 602, 662, 
723, 783, 844, 909, 968, 1034, 1098, 1156, 
2221,°1343, 1402, 1463, 1522, 1578 : vaccination, 
$9, 119, 272, 783, 1035; calf lymph, 59: 
duty of a public vaccinator when four 
marks are refused, 119; public vacci- 
mator’s visits,.272 ; compulsory vaccination 
in United States, 783; lists of vaccinated 
children, 1035; Ameriean Public Health 
Association, 118; health of Edinburgh dur- 
ing 1905, 118; medical officers of health to 
rural districts, 119, 179, 238; primitive water 
‘supply, 179; fortnightly returns to geardians 
éoy district medical officers, 179; vital statis- 
tics in England and Wales, 1906, 237: Roya! 
Commission on care and control of the 
teeble-minded, 237; isolation hospitals, 
£38; calculation of superannuation, 272: 
private practitioners and pauper patients, 
272; district medical ofcer’s extra fees, 
272; L.S.A. and Poor-law appointments, 
273; death-rate of illegitimate children, 415; 
removal of patients from infectious hos- 
pitals, 415; fee for certification cf pauper 
lunatics, 473; district medical officer's fee 
for attendance on patient at common 
lodging house, 473 : power of local authority 
to close a shop, 538; industrial accidents 
and diseases, 602; infantile diarrhoea, 602: 
bacterial treatment of sewage, 602: work- 
house midwife or midwifery nurse, 602; 
Public Health diplomas in the colonies, 
$02; registration of plumbers, 662: small 
holdings, 662; other people’s sewage, 662: 
Poor-law Medical Officers Association of 
~~ and Wales, 723, 1402; ventilation 
of London, 783; international protection 
against tuberculosis, 784; port sanitation, 
784; pasteurization of milk in New York, 
784; American sanitation, 784; question 
under the Notification Act, 784; removal of 
pauper lunatic to workhouse for certifica- 
tion, 844. 909; law as to removal of house 
refuse, 903; Chelmsford rural district, 968: 
Maldon rural district, 968 ; qualificaticn for 
membership of board of guardians as 
affected by receipt of pension, 1034: duties 
of district medical officers. 1035: dogs 
in workhouse infirmaries, 1035: reports 
of medical officers of health, 1096, 1221, 
D.P.H. in the colonies, 1098; superannua- 
tion, 1098; Gosport water supply, 1156; 
duties of workhouse medical officers, 1156: 
report of MO.H. for Rotherham, 1221; 
medical officers of health and sanitary 
inspectors, 1221; district medical otficer 
and tramp, 1343; training of midwives, 
1402; guardians and medical fees, 1463; 
report of M.O.H. for Battersea, 1463 ; inspec- 
tion of cattle, 1523 ; vacant Poor-law medical 
appointments, 1523; Association of Public 
Vaccinators of England and Wales, 1523: 
remuneration for attendance in another 
district, 1578; public health of Athens, 1578 

Public Health Acts. See Acts 

Public Health, American Ministry of, 1383 _ 

Public health authorities and the prevention 
of phthisis, 465 

Public health diplomas in the colonies, 602 

Public Health Officers Bill. Sce Bill 

Public health returns. 657 

Public health, review of books on, 136 

rublic Health, Royal Institute of, lecture 
arrangements, 1202 

Public health service of England and Wales 
(adios article), 36; correspondence on, 


Public-house licences, extinction of, 456 
Public houses, infants in, 
Public schools. See Schools 
Public vaccinator. See Vaccinator — 
Puerperal eclampsia. See Eclampsia 
Puerperal fever. See Fever 
PucH-JONES, J. : Influenza and epistaxis, 562 
PULLIN, THOMAS HENRY STOCKER. resigna- 
tion of, 602 ; presentation to, 1444 
Pulse, venous. See Veneus 
Pulsus bisferiens (Thomas Lewis), 918 
Isus paradoxus, 412 : 
Pulmonary tuberculosis. See Tuberculosis 
‘Punch @honneur” given by the general 
association of students in Paris, 
Punishment fitted to the crime, 972 
PURCELL, FERDINAND, obituary notice of, 


Purchase of partuership, instruments and 
drugs in, 1 
Purchase of practice, 603 





Pugpens and calcium chloride (W. B. Russell), 


Purpura haemorrhagica, case of (reported by 
D. H. Pope), 1364 

PursLow, Dr.: Pedunculated parovarian 
cyst, 625; solid tumour of ovary, 625 

Pyloric stenosis. See Stenosis 

Pyonephrosis, double, removal of calculus 
from each ureter for (H. L. Barnard), 262 

Pyrexia, prolonged (Francis de Havilland 
Hall), 1304 


Pythogenic pneumonia. See Pneumonia 


Q. 


Quack medicines, F. J. Waldo on, 34. 
Medicines, patent 

Quack, a transatlantic, 236 

Quackery in Italy. 210 

Quackery and medical law reform, 51 

Quackery, prophet of, 644 

Quackery, suppression of, in the United 
States, 103 

Quacks of bygone days, 222 

Quacks, a coroner on, 1283 
uacks and their nostrums, 99 
uacks, ophthalmic, in America (leading 
article), 892 

Qualification for membership of board of 
guardians as affected by receipt of pension, 


See also 


10 
Quebec College of Physicians. See College 
Quebec Provincial Board of Health, 836 
Queen Alexandra Sanatorium. 1391, 1511 
Queen Elizabeth’s physician, 1659 
Queen of Roumania. See Roumania 
Queen Victoria Jubilee Institute for Nurses. 
See Nurses 
Queensland, plague in, 1443. See also Aus- 
tralia 
Question under the Notification Act, 784 
Quotation, inappropriate, 540 


R. 


R.A.M.C. (Vols.) See Volunteers 

RABAGLIATI, A, : Functions of Food in the Body, 
rev., 1125 

Radical mastoid operation. See Mastoid 

Radiography, instruments for, 1543 

Radiography. review of books on, 257. See also 
Roentgen, X rays 

Radium laboratories. See Laboratories 

Railway appointments in India, 724 

Kailway signalman, case of. See Professional 
secrecy 

Rainy winds, influence of in phthisis. See 
Tuberculosis, influence of rainy winds on 

RAJASINGHAM, A.: Iodine in vomiting of 
Eesanency, 60; congenital absence of one 

tdney, 912 

eS ROBERT HAMILTON, obituary notice 
ol, 

— R.: Delayed chloroform poisoning, 


RAMSEY, ROBERT: Two cases of multiple 
intestinal obstruction, 1 

RANKIN, GUTHRIE: Achondroplasia, 11; 
aortic disease, 608 

RANSOM, WILLIAM HENRY, death of, 953; 
obituary notice of, 1032 

Rashes of varicella, accidental (J. D. Rol- 
leston), 1051 

—— THOMAS HOLMBs, obituary notice 
of, 

Raw, NATHAN: Human and bovine tubercu- 
losis, 411, 498; with especial reference to 
treatment by special kinds of tuberculin, 
498 ; vaccine serums and infections, 870 

Raw surface after removal of half the tongue, 
method of diminishing (H. L. Barnard), 


RAWLING, LovutIs BATHE: Case of cerebellar 
abscess, evacuation. recovery, 5 

RAWLINGS, J. D. : Medicine and the lay press, 
a protest, 114 

Ray, M.B.: Case of obstructed labour due to 
osteo-sarcoma of pelvis, 191 

RAYLEIGH, Lord: Evidence before the Vivi- 
section Commission, 1544 

REANEY, M. FOSTER: Spirillosis of domestic 
fowls, 1118 

Rear lights on vehicles (See Vehicles); on 
motor cars (See Motor) 

Receipt stamps, 236 

Record in births, 1100 

Recto-vesical fistula. See Fistula 

Rectum from anus, complete separation of 
(reported by J. Sackville Martin), 1424 

Rectum, idiopathic dilatation of (H. Morley 
Fletcher and H. Betham Robinson), 370, 
379 





he-ctum, removal of eatir2, ior carcinoma 
. (P. Lockhart Mummery), 1289 : 
Rectum, review of books on, 692 ; 
Rectum, extraperitoneal transplantation of 
— into (reported by T. V. Armugam), 


1 

Red Cross Conference, international, 843, 
1447, 1507, 1561; Japan and, 1214 

Red Cross Societies. See Societies 

REED, WM. CASH : Homoeopathy, 416 

— FERDINAND, abuse of medical charities, 


Referendum, the, 1505 

Referred pain. See Pain 

Kefractometer, new (Karl Grossmann), 318 

Regeneration of bone. See Bone 

Regeneration of nerves. See Nerves 

Registration of midwives. See Midwives 

Registration of nurses. See Nurses 

Registration of plumbers. See Plumbers 

REID, J.: Obstetric notes, 180; cystinuria, 
972: effect of respiration on the heart, 1036; 
urticaria and influenza, 1301 

REID, J. : Drunkenness, 1524 

REID, Surgeon-Major ROBERT, 
notice of, 1521 

Rejuvenescence, new pentacle of, 1142 

Relapsing fever. See Fever 

Remarkable effect of tobacco, 1082 

Remarkable speciality, 1036 

Remedies, secret. See Secret 

REMLINGER, P.: Conveyance of infectious 
diseases by domestic pets, 520 

Removal of insane patient, 415 

Removal of patients from infectious hos- 
pitals. See Hospitals 

Remuneration for attendance in another dis- 
trict, 1578 

Renal calculi. See Calculi 

Renal disease, diagnosis of certain forms of 
(J. Rose Bradford), 725 

Renal fistula. See Fistula 

RENSHAW, CHARLES J.: Mont’ Estoril, 31; 
aaa of medical students in England, 


obituary 


RENTON, J. CRAWFORD: Delayed chloroform 
poisoning, 617; mortality after surgical 
operations, 867 

RENTOUL, J. L : Trypsin in cancer, 724 

RENTOUL, ROBERT R. : Sterilization of certain 
degenerates, 60; woman’s health, 946; 
Charter and the future constitution of the 
Association, 1025; notification of liveborn 
and stillborn children, 1275 

Report of inspector under Inebriates Acts, 
26; of Select Committee on Housing of the 
—— Classes Acts Amendment Bill, 32; 
of Public Health Committee of London 
County Council, 98; of Registrar-Geveral 
for Jreland, 1905, 107 ; of Public Health Com- 
mittee of London County Council for 
1905, 210, 269; Army Medical Department. 
1905, 224, 352; of food imports into port of 
Manchester, 228: of the health of the navy, 
234; of Science Committee of British Medi- 
eal Association (see Association): of Sleep- 
ing Sickness Commission, 494, 586: of Com- 
mission on Typhoid Fever and Gastro- 
intestinal Infection from Oysters, 1214 : of 
inspectors under thé Act (Vivisection), 1309; 
of Royal Commission on Vivisection (see 
Vivisection): of Royal Commission on 
Mines (see Mines) 

Reports from Pathological Laboratory of Lunacy 
Department of New South Wales, rev., 753 

Reports in the SUPPLEMENT (leading article), 
398 


Representation, proportional system of, 894 
note on, 1 ; : 

Representative Meeting, Special, 893, 949 

“er work in coal mines after explosions, 
403 


Respiration, effect of on the circulation (Sir 
James Barr), 913; correspondence on, 1093, 
1163, 1217, 1275; effect of on the heart, 1036 

Responsibility of the medical profession 
towards the public, 37 

Restaurants, insanitary, 1206 

Restoring names to the Medical i'egister. See 
Medical 

Resuscitation of the apparentiy dead, 340 

Retinal telangiectasis. See Telangiectasis 

Retinitis, albuminuric (Walter H. Jessop), 728 

Retinitis pigmentosa (Simeon Snell), 318 

Retinoscopy long-arm, 942 

Retroperitoneal sarcoma. See Sarcoma 

Retropharyngeal fibroma. See Fibroma 

Reviews of oks, 21, 83, 145, 205, 285, 319, 
381, 442, 503. 567, 631, 691, 753, 873, 937, 
997, 1059, 1124, 1186, 1241, 1306, 1367, 1425 
1484, 1539; Lord Herbert of Lea an 
army sanitation, 21: Virchow’s letters, 
22; medicine, 24, 939, 1059, 1541 ; Helmholtz, 
83: textbooks for midwives, 85; chemis- 
try, 86, 1189; water supplies, 145,€91: heart 
disease, 145, 1368, 1428; surgery, 145, 265, 381, 
692, 754, 1061, 1485 ; ophthalmology, 147, 631 ; 
yellow fever, 147 ; nervous diseases, 205, 567 ; 
Roentgen rays, 206, 267: gynaecology, 206, 
443, 692, 754: clinical laboratory methods, 
207 ; Haslar Hospital, 207 ; dietetics, 208, 501 ; 
chest diseases, 26 ; gout, 265; prevention o 
pain in surgery, ; asepticism, 266; the 
subconscious, ; electricity and radi- 
ography, 267, 381,939 : baths and other health 
resorts, 319: physiology, 320: tuberculosis, 
321, 383, 816, 1188; artificial partheno- 
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enesis, 321; hygiene for tropical students, 
oe medical electricity, 381. 939: Cam- 
bridge Natural History, 382; hyper- 
aemia asa remedy,’442; treatment of Pett’s 
disease, 442; melancholia, 443 ;. nutrition 
and diet, 503: tric ulcer, 504; ossifica- 
tion of the spinal column, 504: tropical 
medicine, 604; integrative action of the 
nervous system, 567; patholo of the 
blood, 631; aneurysm of the abdominal 
‘631; a water doctor, 633 ; evolution of 

life, 691; bacteriology of plague. 691 ; water 
su Ae sewage disposal, 691 ; obstetrics, 
692, 425 ; surgery of the rectum, 692 ; venereal 
diseases, 693, 1485; caneer, 753, 875, 1061, 1188 ; 
mental diseases,753, 1243, 1484, 1539 ; dermato- 
logy, 755; embryology, 756; sea voyages, 
816: pathological catalogues, 817; anato- 
mical atlases, 817; mind and matter, 873; 
enteric fever, 874; new owths, 5; 
Burdett’s ‘‘ Hospitals and Charities,” 875; 
nose and throat operations, 875 ; sanitary 
evolution of London. 937: cholelithiasis, 
938; comparative medicine, 939; massage, 
939; poisons, 997; family diseases, 997 ; patho- 
logy and the newer physical chemistry, 
. 1307; ehromocystoscopy, 998; handi- 
craft of medicine and surgery, 999; genito- 
urinary diseases, 999; variation and 
heredity, 1059; psychological medicine, 
1059 ; pathology of the sympathetic, 1060 ; 
orthopaedics, 1061; surgical handicraft, 
1061; surgical handbooks, 1062; serum- 
therapy, 1062 ; tumours of central nervous 
~system; 1124; alcoholism, 1124; functions 
of food in the body, 1125; prostatectomy, 
1125; eating and over-eating, 1186 ; che- 
mistry of digestive diseases, 1187 ; tumours, 
1188; tubercle bacilli in pleural effusions, 
1188 ; the modern. nurse, 1241 ; tribute to 
Professor v. Bergmann, 1242; neurology, 
1242; heredity and mental disease, 1243; 
public health, 1306: toxin of dysentery, 
1306 ; pathology. 1307: inflammation, 1307 ; 
therapeutics, 1308: paraflin in surgery, 
1308 ; anaesthesia, 1367: gall-stone surgery, 


1367; German system of workmen’s assur- 


ance, 1368 ; epilepsy, 1427 : intussusception, 
1427; voice training, 1486; cancer con- 
ference, 1487; notes on books. 25, 86, 148, 
» 268, 322, 383, 444, 572, 633, 694, 756, 818, 

876, 1000, 106%, 1189, 1244, 1308, 1487, 1542 

* Revival” of homoeopathy. See Homoeopathy 

REYBURN, ROBERT, gives an account of his 
professional life, 1375 

REYNOLDS, C. E.: Spontaneous rupture of 
meningocele, 499; proper way to ad- 
minister chloroform, 1£69 

Rheumatism, influence of climate on (C. W. 
Buckley), 441 

Rheumatism, acute. on the micro-organism 
isolated from (E. W. Ainley Walker), 1233 

Rheumatism, bees’ stings and, 1517, 1579 

Rheumatism, subacute, 1579 

Rhine wine as a beverage in diabetes, 912 

RHODES, JNO. MILSON : Administration of the 
Midwives Act, 1394; Central Midwives 
Board, 1580 

RICHARDSON, Major : Ambulance dogs, 1524 

Rickets, discussion on, 20 

RIDDELL, J. ‘SCOTT: lodine-spirit catgut, 


RIDEAL, SAMUEL : Rideal-Walker coefficiency, 
meet, JAMES A. : A Star Chamber of Surgery, 


Lae, | probe, - , 

lngworm of scalp, x-ray treatment of 

(5.M. H, Macleod), 1298 J 

RIPON, death of the Marchioness of, 591 

RISEL: Sudden death from haemorrhage: 
diffused chorion-2pithelioma, 1562 

RITCHIE, L. C. PEEL: Tuberculous opsonic 
index, 626 

ae: 7% Eetoasystole, list 
IVERS-WILLSON, A.: Society of Apothecari 
London, Bill (190/), 1517.) > senna 

RIVIBRE, CLIVE : Vaccine treatment of tuber- 
culosis in children, &59 

RIZAL, ST. JOSEPH, canonized Saint, 829 

ROBB, GARDNER: Cerebro-spinal meningitis, 


Ross, W., appointed J.P. for Northampton- 
shire, 1009 

Robben Island lepers, 170, 220 

ROBERTS, D, LLoyd, reports case of abdo- 
minal section for ectopic gestation, 18 

ROBERTS, ERNEST: Enteric Fever in India and 
in other Tropical and Sub-Tropical Regions, 
rev., 874 

ROBERTS, J. LLOYD: Malaria, 687 

ROBERTSON, Dr. : Report as M.O.H. for Leith 
~ Medical Inspection of School Children, 


ROBERTSON, WILLIAM: Inadequate salaries 
offered to women inspectors of school 
sieparen, 597 ; motor cars for medical men, 


ROBERTSON-MILNE, Captain : ins 
fever in India, 1140 , pee ion kitts 
ere bron aly Treatment of pneumonia, 
; ec cal organizati 
mitch arena i . zation of the mene 
ROBINSON, H. BETHAM: Use of taxis for 
hernia, and some complications that may 
arise during its employment, 14; idiopathic 
dilatation of rectum and colon as far as the 





hepatic flexure, 370, 379; enlargement of 
clavicle and lower jaw, 749 

ROBINSON, LILIAN AUSTIN: Health of our 
Children in the Colonies, rev., 572 

ROBINSON, MARK : Guide to Urine Testing for 
Nurses and others, rev., 208 

ROBINSON, WILLIAM: Intestinal obstruction 
caused by a gall stone, 867 : 

Rosson, A. W. Mayo, elected associate mem- 
ber of the French Surgical Society, 216; 
duodenal ulcer and its treatment, ; total 
enucleation of the prostate, 658; modern 
treatment of general peritonitis, 1483 

ROCHARD, Dr.: Treatment of muscular 
atrophy after effusion into joints by muscu- 
lar work with progressive resistance, 715 

Rochdale Infirmary. See Infirmary 

ROCKCLIFFE, Dr.: Thrombosis of cavernous 
sinus, 685; sympathetic irritation, 685 

Rodent ulcer. See Ulcer 

Roppick, Dr., presentation to, 655 

RopGer, T. K.: Coincident embolism of 
—— mesenteric, and femoral arteries, 

1 


7 

ROE, W. Francis: Another form of hospital 
abuse, 1392, 1572 

Roentgen rays, phleboliths and (L. Herschel 
Harris), 1423 

Roentgen rays, review of books on, 206, 267, 
See also X rays’; Radiography 

ROETHLISBERGER, PAUL: Waters of Baden in 
treatment of gout, 91 

ROGERS, LEONARD: Kala-azar (Milroy Lec- 
tures), 427, 490, 557 ; presuppurative stage of 
amoebic hepatitis, 869; seven-day tever 
simulating dengue, 869 

ROLLESTON, H. D.: System of Medicine, rev., 
24; squamous-celled carcinoma of stomach 
and oesophagus, imitating tuberculous 
ukeration of intestine, 1293 

ROLLESTON, D.: Accidental rashes of 
varicella, 1051 

Kome, school of malingering discovered in, 
620 ; proposed medico-legal society in, 1261 

Roncegno as a health resort, 93 

ROPER, ARTHUR C.: Hospital reform, 289 

Ross,. F. W. FORBES: Kuptured pancreatic 
cyst, 748 

Ross, RONALD, receives permission to wear 
Order of Leopold II, 94: note on the 
nucleus of trypanosomes, 138: yellow fever 
in Belize, 233 ; easting-up accounts in con- 
nexion with malaria, 719 

~~ GIOVANNI, murdered by an anarchist, 


Roth-Driger oxygen and chloroform appara- 
tus, 1067 
— Midwives Act in, 641; health of, 


Roumania, pellagra in, 1501 

ROUMANIA. QUEEN OF, founds a city of the 
blind (Vatra Luminosa), 95 

Roux. M.: House distribution of tubercle in 
— 1089 ; early diagnosis of tuberculosis, 


Rowing and health, 705 
Rows, R. G.: Lesions of spinal and eranial 
_ experimentally produced by toxins, 


Royal Commission on Feeble-minded. See 
Feeble-minded 

Royal Commission on Human and Bovine 
Tuberculosis. See Tuberculosis 

Royal Commission on Mines. See Mines 

Royal Commission on Poor Law. See Poor 


aw 

Royal Commission on Sewage Disposal. See 
Sewage 

Royal Commission on Vivisection. See Vivi- 
section — 

Royal Sanitary Institute. See Institute 

Royat, 758 

Ruata, G. R.: Manuale Pratico dell’ Igieniata, 
rev., 1487 

Rubber gloves in midwifery practice (John 
Campbell), 19 

RUcKER, Sir ARTHUR W.: Medical degrees of 
the University of London, 1026 

Rudolf Virchow Hospital. Sce Hospital 

KUFFER, M. A. (editor): Scientific Reports, rev., 
— bacteriological diagnosis of cholera, 


Rumination in man (E. M. Brockbank), 421, 
1217; (J. Grant Millar), 1053; (A. C. L. La 
Frenais), 1480 

RUNDLE, C. : Cerebro-spinal meningitis, 1184 

Running lie, 830 

Rupture. See Hernia 

Rupture of right bronchus by injury (Colin 
King), 1238 

Rupture of Descemct’s icmbrane (George 
Coats), 1365 

RUSSELL, A. E.: Case of sulphaemoglobin- 
aemia, 564 . 

RUSSELL, Sir JAMES, evidence of before Vivi- 
section Commission, 450 

RUSSELL, JAMES W.: The temperature in 
malignant disease of the liver and bile 
passages, 311 

RUSSELL, W. B.: Purpura and calcium chlo- 
ride, 199 

Russia, numbers of medical men imprisoned 
for —— political offences in, 155; new 
university in, 470; medical men in the 
Duma, 643; dead-mutes in, 1126; history of 
plague epidemics in, 1209 . 

RUTIMEYER, L.: Ueber die geographische Ver- 





breitung und dis Diagnose des Uleus Ven- 
triculi Rotundum, rev., 


s. 


Saccharometer, quantitative, 604 

Sailors, number of, killed and wounded in 
action during six years ended December 
31st, 1903, 643 ‘ 

Saint, a new medical. See Medical 

St. Andrews, scarlet fever at, 46 

St. Helens, Midwives Act in, 1548 

Salaries, of lady assistant M.O.H.. 240; of 
medical officers, Poplar Union, 590; of dis- 
pensary doctors, 594 ; of M.O.H., 709 

Salary of sick assistant, 538 

Sale of practice, 57, 1463 

SALGO, J.: Die forensiche Bedeutung der Sezx- 
uellen Perversitdt, rev., 1060 y 

Salicylic acid in pharyngo-keratosis. See 
Pharyngo-keratosis . 

— administration of (David Lees), 


Salicylism and epistaxis (E. Leach), 931 

SALTER, A., elected member L.C.C., 

SALTER, FRED W., appointed J.P. for county 
of Montgomery, 516 

Salvador. See El Salvador 

SAMBON, L.: Haemogregarines in blood of 
snakes, 1365 

Samways, D. W.: Fashion in medicine, 113 

Sanatorium for consumption : at Newcastle, 
49 ; at moderate rates at Clacton-on-Sea, 273,, 
in West Wales, 283, 343,1566 ; at Holt, Norfolk, 
456: in Leeds, 591; at Cork, 651, 1088, 1145, 
1513; 1n Ireland, 711; penne at Birming- 
ham, 834; at Eldwick, 1020; National, at 
=. 1081 ; the Queen Alexandria, 1391, 


Sanatorium, danger of the, 400; correspon- 
dence on, 471 

Sanatorium treatment of laryngeal tubercu- 
losis, complete vocal rest during (Noel 
Bardswell and Basil Adams), 1350; (H. G. 
Felkin), 1421 : 

Sanatoriums, plea for the use of tuberculin 
— and without (W. Camac Wilkinson), 


Sanatoriums, worker’s, 1450; and medica 
referees. 221, 238, 347 

Sanatoriums for working men, 1206 z 

SANDBACH: Second German Course for Science 
Students, rev.. 876 

SANGRADO, Dr., 1132 

SANGUINETTI, H. H.: Multiple myeloma, 196 

Sanitary condition of Lewis, 651 

Sanitary education of the army (leading 
article), 458; instruction in, 473 

Sanitary inspectors, 1453 

Sanitary inspectors and medical officers ot 
health, 122 

Sanitary officers, grant from, 1510 ‘ 

Sanitation, in El] Salvador, 163: in the British 
army, instruction in, 458, 473; in Gla-- 
morgan, 774; American, 784; port, 784: of 
Irish Constabulary barracks, 1018; of Ebbw 
Vale, 1213; 1n Panama, 1560. See also In-- 
sanitation 

SANKEY, E. H. O.: Defence of steam cars, 848 

SANSOM, ARTHUR ERNEST, obituary notice of,. 


Saratoff, new Russian university at, 1237 
Sarcoma of Douglas’s pouch, retroperitoneal 
— Walters and I. Walker Hall), 


04: 
—. Percy: Anti-colon bacillus serum,. 


SATTERLEE, G. R.: Outlines of Human Embry- 
ology, rev., 7 . 

SAUNDBY, ROBERT: Ethical aspects of medi- 
cal consultation, 534; appreciation of Ed- 
ward Markham Skerritt, 1160; splenome- 
galic polycythaemia, 1165 ; General Medical 
Council and the British Medical Associa~ 
tion, 1515 : 

= M. : Estimation of proteidsin milk, 


SAVAGE, GEORGE HENRY: Insanity, its causes 
and increase, 622, 682, 7 

SAVAGE, THOMAS. death of, 227; obituary 
notice of, 293 : 

SAVAGE, WILLIAM G.: Bacteriological Examina- 
tion of Water Supplies, rev., 14 

Savage races, sale of narcotics to, 144 . 

SAWYER, Dr.: Functional spasm, 868; tonic 
muscular spasms, 1119 

— Sir JAMES: Garden friends and foes, 


Saxony, cremation in, 287 

Scabies in the Pembroke Workhouse. 468 

Scabies treated by balsam of Peru (F. J. W. 
Porter), 744, 1164; correspondence on, 972, 
1100, 1164 

Scarlatiniform rash after burn (Simonds 
Gooding), 313 

Searlet fever. See Fever 

SCHAFER, E. A.: Appreciation of Sir Michae) 
Foster, 350; experiments on the physio- 
logical action of pituitary extracts, 461 


SCHARLIEB, Mary: Inadequate salaries © 


offered to women medical inspectors of 
school children, 537 
SCHAUDINN, memorial to, 329 


SCHILLING, Dr., granted leave of absence to . 


pursue researches in tsetse fly disease, 760 
anes, GUSTAV, obituary notice of, 
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School Board medical officers, duties of, 1454 
School absence certificates, 1080 

School of advanced medical studies, 334 
School buildings, inspection of elementary, 


— children, examination of in Vienna, 


School children, medical certificates for, 227 ; 
teeth of leading article), 275; tuberculosis 
in (leading article), 331; pulmonary tuber- 
culosis in (Dr. Robertson of Leith), 459; 
eyesight of, 1558; women inspectors. See 
Women 

School children, medical inspection of, 459, 
710, 1210; questions in Parliament, 589, 710, 
1210, 1269, 1509 

School children, underfed, 714 

School exemption certificates in Scotland, 178 

School hygiene, 92, 153. 160, 271, 328, 339, 386, 
445, 468, 531, 635, 651, 702, 819; in London, 92, 
153, 271, 328; in Liverpool, 92; physical 
development and, 160; in Ireland, 339: in 
Berlin, 386; in Leith, 445; international 
congress on, 468, 702; in Tasmania, 531; a 
comparison of children in secondary and 
elementary schools, 625; questions in Par- 
lament, 651 ; relation of physical and men- 
tal conditions to home surroundings, 819 

Schools, closing. of, on account of epidemic 
sickness, 827 

Schools, diphtheriain. See Diphtheria 

Schools, general medical inspection of 
(leading articles), 97, 582 

Schools, medical inspection of, 51, 97, 582; 
questions in Parliament, 589; correspon- 
dence on, 841 

=. overwork in primary and secondary, 


Schools, public elementary, teaching of, 
h te aod temperance in, 1014, 1510, 
1569; deputation to President of Board 
en, 1441; correspondence on, 


Schools, public, hygiene and, 1014 

SCHORSTEIN, Dr., bequests of, 281 ; correspon- 
dence on, 535 

— EMANUEL, obituary notice of, 


SCHROTTER, Professor VON, jubilee of, 534 

SCHWALBE, JULIUS: Therapeutische Technik 
fiir die drztliche Praxis, ein Handbuch fiir 
Arzte und Studierende, rev., 999 

Sciatica, treatment of, 1344, 1403 

Science Committee, 1505 

“Science” of antivaccination, 829 

Scurvy. case of, occurring in a diabetic (W. E. 
Jones), 197 

SCHWANN, THEODOR, monument to, 462 

SCHWEINITZ, GEORGE E. DE: The Ophthalinic 
Year Book, rev., 86 

Sciatic nerve. See Nerve 

Scientific ‘‘ nightcap,” 1524 

Scientific research. See Association 

Sclerosis, arterial. See Arterial 

Scopolamine for general anaesthesia, 384 

Scotland, notes from. 46, 105, 169, 225, 284, 
338, 406, 465, 527, 592. 653, 711, 770, 901, 
956, 1022, 1088, 1146, 1211, 1270, 1329, 1388, 
1454, 1513, 1566: complimentary dinner 
to Dr. Norman Walker, 46: laboratory of 
the Royal College of Physicians, Edin- 
buigh, 46; Edinburgh Royal {nfirmary, 
46, 106, 465, 711, 1211, 1329, 1389, 1456, 1566 ; 
Residents’ Club, annual meeting, 1270; scar- 
let fever at St. Andrews, 46; Western 
Infirmary, Glasgow, extension of, 46: annual 
dinner, 465 ; change at. 1329 ; medical educa- 
tion in Scotland, 105: Edinburgh post- 
graduate courses, 106, 1022, 1270; compli- 
mentary dinner to Dr. William Bruce, 169: 
preliminary examination of the Scottish 
universities, 169; the late Principal Stury, 
169; Girgenti Home for Inebriates, 170; 
Scottish Poor-law Medical Officers’ Associa- 
tion, annual dinner, 225; future work of 
medical students, 225; cancer research at 
Aberdeen, 225: Dr. Finlayson memoria), 
284; Glasgow Royal Infirmary, 284; health 
of Aberdeen, 284, 338; epidemic cerebro- 
spinal meningitis in Scotland. . 406, 901, 
1088, 1146, 1211, 1270, 1329, 1389, 14£6, 1513, 1566 ; 
Poor-law nurses in Scotland, 338 ; laboratory 
of the Royal Colleges, Edinburgh, 406; Royal 
Edinburgh Medical Society, 406; Principal 
of Glasgow University, 407; Glasgow 
Clinical and Pathological Society, 407; 
arbitrary dismissal of a Poor-law medical 
officer, 465, 653, 771; public health autho- 
rities and the prevention of phthisis, 465: 
medical officer to the Edinburgh School 
Board, 465: Glasgow oe Committee, 
466; multiplication of health congresses, 
27; Aberdeen Medico-Chirurgical Society, 
527; alleged increase of insanity, 527; 
cancer pavilion of the Dundee Royal Infir- 
mary, 527; milk supply and meat inspec- 
tion in, 592; Royal Edinburgh Asylum, 
annual meeting, 593; presentation to Sir 
Henry Littlejohn, 653 ; American meat, 654 ; 
Scottish Association for Medical Education 
of Women, 712; judicial conception of in- 
sanit (trial of T. M. Brown), 770; corre- 
spondence on, 901, 1022 ; Royal Hospital tor 

' Sick Children, Glasgow, 771; Hawick Cot- 
tage Hospital, 901; Glasgow Royal Infir- 
mary, post-graduate classes, 901; Glasgow 
Royal Asylum, ninety-third annual report, 





956 ; Glasgow Medical Golf Club, 957 ; births, 
deaths, marriages, and vaccinations, 1022 ; 
opening of summer session at Edinburgh, 
1088; new wing of Samaritan Hospital, 
Glasgow, 1146: new medical society at 
Greenock, 1146: Scottish Association of 
Medical Women, 1211; Glasgow Medico- 
Chirurgical Society, 1211; Govan _ District 
Asylum, 1211; Edinburgh Harveian Fes- 
tival, 1329; Queen Margaret College, Glasl 
gow, 1429; out-door dispensary menta- 
cases, 1329: Edinburgh and Glasgow Medi- 
eal Club, 1388: research work in Edin- 
burgh, 1388; Dr. Finlayson memorial, 
1388 ; Poor-law Commission, 1388; compli- 
mentary dinner to Professor Beattie, 1454; 
duties of School Board medical officers, 
1454 ; Govan Cottage Nurses’ Training Home, 
1455; plural appointments in Edinburgh 
hospitals, 1456; Sir Henry Littlejohn’s 
annual report (as M.O.H. from Edinburgh), 
1513; Sir Thomas Fraser, 1514; Dunoon sea- 
side homes, 1514 wat 

St. Andrews Ambulance Association (Aber- 
deen Centre), 1566 ; ; ; 

Scotland, schoo! exemption certificates in. 
See School 

Scotland, health questions in, 1387 

Scotland, state of medicine in, before and at 
the time of the Union, 1434 

ScoTT, JOSEPH, receives permission to accept 
second class of Order of the Lion and the 
Sun, 1444 

Scott, T. GRAHAM : Licking the fingers, 972 

Scottish Poor-law medical officers. See Poor 


Law 

Scottish Poor-law Medical Officers’ Associa- 
tion. See Association 

Scottish students and medical history, 327 

Scottish universities. See Universities 

SCURFIELD, H., elected} Fellow of Royal 
Sanitary Institute, 1554 

Scurvy (C. B. Gittings), 683 

SEALY, GEORGE J.: The food factor in the 
twentieth century, 194 

SEAMAN, Deputy Inspector-General WILLIAM 
CAMPBELL, obituary notice of, 785 

Seasickness, 1344, 1403 

Seaside camps for London working boys, 1487 

Second conviction, 783 

Secondary suture of great sciatic nerve 
(James Sherren), 367 

Secret commissions, 116 

Secret remedies, composition of certain, 213; 

roprietary preparations, new drugs and, 
32, 879, 940, 1073, 1488, 1550 

Security of tenure oi medical officers. See 
Poor Law and Bill 

Self-drugging. See Drugs, compressed 

SELIGMANN, C. G.: Haemogregarines in the 
blood of snakes, 1365 

— RICHARD BURDETT, retirement of, 


SEMON, Sir FELIx: Some points in the dia- 
one aad treatment of laryngeal cancer, 

SENATOR, Professor, fiftieth anniversary of 
graduation as a doctor of medicine, 760 

Sepsis, treatment of, 1100 

Serum, anticolon bacillus (G. H. Makins and 
Percy Sargent), 933 

Serum, antistreptococcic, in puerperal fever 
(E. W. Smyth), 495; 1n persistent cervical 
abscess and threatened mastoid suppura- 
tion (Meredith Young), 745 

Serum, antetetanic, in tetanus (W. Winslow 
Hall), 555; (Kustace G. Carter), 555; (C. R. 
Howard), 556 

Serum, antitetanus, value of preventive injec- 
tions of, 133: 

Serum, antituberculous, influence of on the 
opsonic index (W. Cecil Bosanquet and 
Ronald E. French). 862 

Serum, mother’s blood, opsonic power of 
(Edward Turton and Roy Appleton). &65 

Serum, injections of fresh, as a haemostatic 
in haemophilia, 837 

Serum treatment of plague, 30; of bacillary 
dysentery, 958 

Serums, curative, standardization of, 162 

Serumtherapceutic Institute at Milan, 155 

Serumtherapy, review of books on, 1062 

ba disposal, Royal Commission on, 832, 


Sewage, bacterial treatment of, 602 

Sewage, other people's, 662; review of books 
on disposal of, 691; at Colwyn Bay, 1453, 
1563 : at Dumbarton, 1563; at Southend-on- 
Sea, 1453 

SEWILL, HENRY: Quackery and medical law 
reform, 5L; prospects of medical law 
reform, 599 ; practice by companies, 1216 

Shakespeare’s ** insane root,” 29, 788 

SHarpP, A. J.: Measles, its mortality, compli- 
cations and sequelae, 144 

SHaw, H. Batry: Pulmonary hyperees hic 
osteo-arthropathy, 748; value of blood ex- 
amination, 973: specific gravity of the 
blood in chlorosis, 1155 

SHAW, LAURISTON E.: Medical education and 
the examination fetish, 578; leading article 
on, 584; coucentration of preliminary 
medical studies in London, 

SHaw, W. FLETCHER: Pathology of chronic 
metritis, 142; Chronic Metritis: Its Pathology 
py its Relation to Chronic Endometritis, rev., 





SHAW-MACKENZIE, JOHN A.: Trypsin in 
cancer, 53, 59} 

SHEARER, DONALD F.: Hospitals and clubs, 
718; early differential diagnosis of abdo- 
minal pain, 9. 

SHEEN, WILLIAM: Foreign body in appendix 
abscess, 867 

Sheffield, notes from, 408, 955 ; vaccines 
Edinburgh Medical Graduates’ Club 
professorship of pathology. 408; medical 
scholarships, 955; post-graduate courses, 
956; chair of pathology, 956; consultants 
and general practitioners, 956 

SHEILD, MARMADUKB, appointed consulting 
surgeon, St. George’s Hospital, 216 

SHEILL, SPENCER: Chart showing diagram- 
matically the dates and occurrences during 
three years in the life of an eclamptic 
patient, 1057 

—" Dr.: Perinaud’s conjunctivitis, 


» 408 : 
, 408 ; 


SHENSTONE, W. A.: The New Physics and 
Chemistry : A series of Popular Essays on 
Physical ond Chemical Subjects, rev., 86 

SHERREN, JAMES: Case of secondary suture 
of great sciatic nerve, 367; gastro-enteros- 
tomy for chronic gastric ulcer, 1183 

SHERRINGTGN, C. S.: Appreciation of Sir 
Michael Foster, 351; The Integrative Action 
of the Nervous System, rev., 567; the Associa- 
tion and medical research, €57; elected 
foreign corresponding member of Belgian 
Royal Academy of Medicine, 702 

Ship surgeons, 356 

Shipping Federation and the Workmen’s Com- 
pensation Act, 347, 599, 966. See also Act 

Shop hours, 1144 

SHORT, SYDNEY: Fatal case of lupus ery- 
thematosus, &68 

Shoulder-joint, excision of, new method (T. H. 
Kellock), 499 

SHOYER, A. F.: Sprains{jand theirzeconse- 
quences, 810 

SIEBERT, F. : Unseren Siéhnen, rev.. 268 

Sierra Leone, trypanosomiasis in, 523; ‘* black- 
water” fever in (H. W. Grattan), 687 

SIEVEKING, HERBERT: Name otf the Associa- 


tion, 962 

Shifting the income-tax burden (leading 
article), 1010 

SiLvA, A. M. DE: Hydrocephalus, 1284 

SIMPSON, GARRY: Suppurative disease of 
middle ear, 629 

SINCLAIR, Dr.: Perinaud’s conjunctivitis, 


1366 

SINCLAIR, JAMES E.: Domestic servants 
= the Workmen’s Compensation Act, 
4 


SIREDAY, A.: Maladies des Organes Génilo- 
a de Ullonme et de la Femme, rev., 


SKERRETT, F. B.: Rupture of dilated aorta, 
leakage bruit, 425 

SKERRITT, EDWARD MARKHAM, death of, 
1079 ; obituary notice of, 1157; appreciative 
story of, 1224 

Skin diseases, diagnosis and treatment of 
some (I. H. Jacob), 2€5 

es, tuberculous (G, H. Lancashire), 


SKIRVING, A. A. ScoT: Multiple internal 
diverticula (invaginations ?) of small intes- 
tine, 256 

Skull, severe compound fracture of (W. P. 
M‘Eldowney and J. Ward Cousins), 1045 

= fractures of base of (Anthony Bowlby), 


Skulls and wigs, 896 

Sleep of children in towns, 648, 842 

Sleeping sickness, Professor Koch on, 152; 
article on in the Luganda language. 215 ; 
in Uganda, 223: in french East: Africa, 
402. report of Royal Society’s Commission 
on, 494, 586; scientific mission to-Ilha do 
Principe on, 516; Ronald Ross on prevon- 
tion of, 588; in the French Congo, 1059; 
expedition to Central Africa, 1139, 1448 ; 
Colonial conference on, 1496. See also 
Trypanosomiasis 

Sleeping sickness, International Conference 
(leading article) on, 1£56 ; 

Small holdings. 662, 1503; and national 
physique, leading article, 1503 

Small-pox and a chemist, 

Small-pox, at Johannesberg, 835 ; in Germany 
and variolous lymph, 1084: at Metz, 1135: 
at Devonport, 1144; in Funchal, 1324 

Small-pox and ineculation in China (E. H. 
Parker), 88; Lady Mary Wortley Montague 
on, 1315 

Small-pox, distribution of severity of attack 
in cases of, 895 f 

SMITH. FRANCIS WILLIAM, obituary notice 
of, 1 

SMITH, FRED. J.: Medical degrees of the 
University of London, 1027; Charter and 
the Constitution, 1147 

i G. ELLiotT : SkuHs of ancient Egypt, 


SmiTH, G. F. DARWALL: Perithelioma of 
uterus, 6&6 
— H. Lyon : Incubation of scarlet fever, 


SMITH, J. ANDERSON: Sudden death in 
infants, 1526 

SMITH, J. LORRAIN; Catalogue of the Patho- 
logical Museuin of the University of Manchester, 
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minal pain (D. F. Shearer), 934; cerebro- 


nticolon bacillus serum (G. H. Makins 
ml spinal fluid (Purves Stewart), 1241 


pe pte rayante % .reebihaaeanaelasa da P S t), 933; habitual disloca 

eart Disease, rev., and Percy Sargent), > habi “a- ) 

Smita, T. F. HuGu: Sudden death from tion of patella (Mr. Drew), 1056; acute | Society, Medical, Ulster, 19, 203, 379, 526, 628, 
cerebral haemorrhage in a girl, 1580 ataxia (fF. E. Batten), 1056: modified 689, 994; rubber gloves in midwifery prac- 

SMITH, WILSON, reports case of congenital Pirogoff’s amputation (C. Gordon Watson), tice (John Campbell), 19; papers and cases, 
syphilis with unusual syinptoms, 140 1056 ; encephalitis chiefly affecting the mid 19, 203, 628, 994; discussion on cerebro- 

SmiruH, W.: ‘‘ Weakness of the Strong Man,” brain (Reginald Miller), 1056; tumour of spinal fever, 379; adjourned meeting, 526; 
549 tongue (W. G. Stone and F. Norman), 1057 ; movements of the stomach in the dog 

gastro-enterostomy for chronic gastric (Professor Milroy), 689 . 

ulcer (J. Sherren), 1183; Widal’s reaction | Society, Medical, United Services, 1138 

after typhoid fever (H. French and M. Society, Medical Golfing, tournament, 1376 


SMITH-FORBES, WILLIAM. memoir of, 1008 
Smoke nuisance, 1015, 1508; in Bradford, 1145 
Smoking, juvenile. See Juvenile 











Smokers, danger to, 540 

SmyTH, E. W.: Antistreptococcic serum in 
puerperal fever, recovery, 495 

Snake poison, mortality from in India, 954 

Snakes, haemogregarines in the blood of 
(L. Sambon and C. G. Seligmann), 1365 

SNAPE, HAROLD: Local anaesthesia for ex- 
traction of teeth, 188 

Sneezing, chronic, 663, 724, 847 

SNELL, Dr., and the Coventry Council, 278 

SNELL, SIMEON: Inquiry into the alleged 
frequency of cataract in bottle-makers, 8; 
tubercle of eyeball, 317; retinitis pig- 
mentosa, 318 

Snowfall and the unemployed, in Leeds, 


l 

Sonorta, J.: Lehmann's Medizinische Atlanten: 
Altas der ;deskriptiven Anatomie des Menschen, 
rev., 817; Grundriss der deskriptiven Anatomie 
det Menschen rev., 817; note on, 880 

Société de Médecine, 1210 

Societies, Medical, Union of in London, 54, 
114, 412, 708, 1391: in Toronto, 595 

Societies, medical benevolent, 512 

Societies, Red Cross, International Con- 
ference of, 337, 374; Italian, 1399 

oes American Mosquito Extermination, 


Society of Anaesthetists, 380, 590, €30: 
poisonous - after-effects of chloroform 
and ether (Leonard Guthrie), 330: elec- 
tion of officers, 590; points in connexion 
with ethyl chloride (Z. Mennell), 639 

Society of Apothecaries. See Apotliccaries 

Socicty, Austrian, for Repression of Venereal 
Diseases, 1200 

Society, Balneological and Climatological, 
British, 19, 441, 994; treatment of gout 
by the ingestion of common-salt-contain- 
ing waters (Leonard Williams), 19; in- 
fluence of climate on gout and rheu- 
matism (C. W. Buckley), 441: marine 
climates in treatment of tuberculosis 
(William Ewart), 994 

Society, Birmingham District Nursing, 592 

Society, Clinical, Chelsea, 144, 629, 1501 ; patho- 
logical aspects of old age (Vincent Dickin- 
son), 144; suppurative disease of middle 
ear (Garry Simpson), 629 ; rheumatism and 
heart disease in children (Mr. Tribe), 629; 

‘“ ee <3 
ociety, Clinical, of London, 141, 261, 378, 499, 
627, 748, 933, 1056, 1183, 1304; abscess of lung 
and acute endocarditis in acute pneumonia 
(Francis H. Hawkins), 141; fatal case of 
myxoedema with changes in the parathy- 
roid gland (David Forsyth), 141; association 
of tetany with dilatation of large intestine 
in children (Dr. Langmead), 141; acrome- 
galy (Seymour Taylor), 231; congenital 
heart disease with cyanosis (Parkes Weber), 
261; achondroplasia (Jolin R. Lunn), 261; 
unusual enlargement of head (Bertram 
Abrahams), 262: plastic operation for 
syphilitic perforation of hard palate (@. L. 
Baraard), 262; removal of calculus from 
each ureter for double pyonephrosis (H. L. 
Barnard), 262; method of diminishing the 
raw suriace after removal of half the tongue 
(H. L. Baroard), 262 ; carcinoma of jejunum, 
resection of jejunum and colon (Cc. H 
Fagge), 262; exhibits, 262, 749; enteric. 
pneumonia. pericarditis, and haemorrhagic 
pleural effusion (Francis Hawkins), 378; 
general paralysis of the insane in a boy, (J. 
R. Lunn and Gordon Holmes), 378; idio- 
pathic dilatation of rectum and colon 
below the hepatic flexure (Morley Fletcher, 
aud Betham Robinson), 379; spontaneous 
rupture of meningocele (Raymond Johnson 
and C. E. Reynolds). 499; .carcinoma of 
jejunum involving colon (C. H. Fagge), 489; 
excision of shoulder-joint, new method 
(T. H. Kellock), 4¥9; congenital pylcric 
stenosis (G. A. Sutherland), 627; hyper- 
trophic pyloric stenosis in infants (Dr. 
Voelcker), 627: the surgical treatment of 
pyloric stenosis (F. F. Burghard), 627 ; con- 
genital hypertroohy or giant growth 
of feet (H. H. Clutton) 748 ; ruptured pan- 
creatic cyst (F. W. Forbes Ross), 748 ; pul- 
monary (?) hypertrophic osteo-arthropathy 
(H. Batty Shaw and R. Wighant Cooper), 
748; osteogenesis imperfecta (2 syphilitic) 
(G. A. Sutherland), 748; facio-hypoglossal 
anastomosis for pust-operative paralysis 
(A. H. Tubby), 74%: complete paralysis of 
gastrocnemius and soleus, with talipes 
calcaneus treated by nerve grafting (A. H. 
Cubby), 748: acute thyroid swelliog with 
acute haemorrhagic oedema of right side of 
pharynx and larynx (Parkes Weber), 748; 
enlargement of clavicle and lower jaw (H. 
Retham Robinson), 749: filigree implanta- 
tio. (Lawrie McGavin). 933, 1056: acute 
suppuration in muscles (W. G, Spencer), 233; 





Louisson), 1183; precocious obesity and 
hirsuties (L. Guthrie and W. dEste 
Emery), 1183; prolonged pyrexia (Francis 
de Havilland Hall). 1304; partial heart- 


block (Dr. Gossage), 1305 ; foreign bodies in | 


the bronchi (F. W. Price), 1305 

Society, Clinical, Manchester, 83, 565, 1059 ; 
meeting and exhibition of cases, 13; treat- 
ment of enteric fever (Knyvett Gordon), 565 ; 
tuberculous skin disease (G. H. Lancashire), 


1059 

Society, Clinical, Newcastle-upon-Tyne, £02, 
899; meeting and exhibition of cases, 
502 ; address on diet (Robert Hutchison), 


893 

Society, Clinical and Pathological, Glasgow, 
407 ; future of, 407 | 

Society, Dermatological, of Great Britain 
and Ireland, 441, 564, 872, 1059, 1317; meeting 
and exhibition of cases, 441, 564, 872, 1059 ; 
annual meeting, 1317 

Society, Dermatological, of London, 265, 1123 ; 
cases and papers, 265, 1123 _ 

Society of German Neurologists, 36, 1374 

Society, German, for prevention of venereal 
diseases, 1076 

Society, Gynaecological, British, 21, 216, €29, 
750, 936, 1185, 1483 ; meeting and exhibition of 
eases, 21. €29, 750, 936; annual dinner, 216; 
surgical treatment of inflammatory diseases 
of uterine appendages (A. E. Giles), 1185; 
modern treatment of general peritonitis 
(Mayo Robson), 1483 

Society, Harveian, 82, 264, 501, 749, 1058 : meet- 

’ ing and. discussion, 82, 264, 501, 749, 1058 

Society, Health, St. Marylebone, 606; annual 
report, 

Society, Hunterian, 19, 441, 813, 872: meeting 
and discussion of cases, 19, 441, 813, 872: 
nephritis in infants (George Carpenter), 
813; administration of salicylates (David 
Lees), 814; intussusception (Harold Bar- 
nard), 814 

= ladies, how they cheat the doctor, 


Society, Laryngological. of London, 82, 264, 
995; cases and papers, 82, 264, 995 

Society, Medical, Aberdeen, 225; future work 
of medical students, 225 

Society, Medical, Anglo-American, new 
reading rooms, 216; annual luncheon of 
the Continental, 1332 

Society, Medical, Athens, and classical Greek 
medical nomenclature, 155 

Society, Medical Benevolent, Birmingham, 
1270; eighty-fifth annual meeting. 1270 

Society, Medical Benevolent, Devon and 
Exeter, £66 _ 

Society, Medical. Royal Edinburgh, 406; 
annual dinner, 

Society, Medical, Glasgow Southern, 319, 
6839 : bacteriology of conjunctivitis (W. B. 
Inglis Pollock), 319; physiology of hallu- 
cinations (J. Hogg Macdonald), 689 

Society, Medical, Greenock, 1146 

Society. Medical, of London, 143, 261, 316. 379, 
437, 500, 5$3, 748, 871, 993, 1305; some affec- 
tions of the pancreas (Sidney P. Phillips), 
143 ; some points in the diagnosis and treat- 
ment of laryngeal cancer (Sir Felix Semon), 
251; diagnosis and localization of cerebral 
tumours (Charles E. Beevor), 316, 437, 563 ; 
clinical meeting. 379, 871 : malignant growth 
of the naso-pharynx (F. S. Eve), : bilhar- 
zial haematuria, causing papillomata of the 
bladder (H. J. Curtis), £00; operative treat- 
ment of ascites (Laurence Jones). 748 ; iliac 
affections simulating appendicitis (H. J 
Waring), 993; goitres removed under 
cocaine anaesthesia (J. Lynn Thomas’, 
ae cause of heart beat (G. A. Gibson’, 


Society, Medical, Manchester, 439, 630, 935; 
congenital pyloric stenosis (H. Ashby), 439; 
acute infective bone disease without 
necrosis (W. Thorburn), 439; treatment of 
vesical calculus (E. Stanmore Bishop), 439; 
diagnosis of pulmonary tuberculosis (Dr. 
Moritz), 630: diagnosis and treatment of 
acute appendicitis (Ur. Dreschfeld). 935 

Society, Medical, MidJand, 565, 750, 997; 
Graves's disease (R. H. Rollinson-Whitaker), 
665; leontiasis ossea (W. Billington), 565; 
lymphadenoma (Mr. Lucas and Mr. Hall- 
Edwards). 565; specimens, £66; exhibition 
of cases. 750, 

Society, Medical, Russo-German, 946 

Society, Medical, South-West London, 83, 204, 
502, 814, 934, 1241; hypnotism (Milne Bram- 
well), 83; diagnosis and treatment of 
malignart disease of caecum (Charters 
— 201; certain detormities of 
children occurring in general practice 
(A. H. Tubby), 2; constipation and 
dilatation of the colon (Dr. Hawkins), 
814; early differential diagnosis of abdo- 





Society of Medical Officers of Heath, Incor- 


orated, 156, 628; annual dinner, 156; re- 
aetion of infant mortality (H. O. Pilking- 
ton), 628 

Society, Medical Protection. London and 
Counties, 1000: annual meeting, 1000 

Society, Medical Sickness and Accident, 95, 
329, 581, 1125, 1310; twenty-fourth annual 
report, 1310 

Society, Medico-Chirurgica], Aberdeen, 527, 
564, 687, 814; meeting and exhibition of 
cases, 527, 687: myasthenia gravis (A. W. 
MacIntosh). £64: acute otitis media (Dr. 
Peterkin’ 564; discussion on the pancreas 
¢ oe MacWilliam and Hugh McLean), 

Society, Medico-Chirurgical, Bradford, 
annual dinner, 1087 

Society, Medico-Chirurgical, East Sussex, 
ancient medical books in the library of, 


1260 

Society, Medico-Chirurgical, Edinburgh, 377, 
626, 1122, 1481: treatment of some diseases 
commonly regarded as of gouty origin 
(Chalmers Watson), 377; acute cerebro- 
spinal meningitis (John Thomson and 
Stuart Mc Donald), 378 ; prognosis and treat- 
ment of lobar pneumonia (J. O. Affleck), 626 ; 
tuberculous opsonic index (Ian Struthers 
Stewart and L. C. Peel Ritchie), 626; extra- 
systole (W. T. Ritchie), 1122; intubation 
of larynx (C. B. Ker’, 1122 ; anaesthesia in 
dental operations (W. Guy), 1481: massage 
and movement im fractures (C. W. Cathcart), 
1481; naso-pharyngeal infection by _ the 
meningococcus (J. 8. Fraser and J. D. 
Comrie), 1481 

Society, Medico-Chirurgical, Glasgow, 82, 202, 
379, es, 688, 871, 993, 1058. 1185, 1211; cases and 
papers, 82, 202, 379, 628, 688, 71, 993, 1058, 1185 ; 
election of officers, 1211 

Society, Medico-Chirurgical, Leeds and West 
Riding, 2], 440, £65, 7&2, 872, 995; meeting 
and exhibition of cases, 21, 440, 752, 872, 995 ; 
demonstration of the uricmeter (A. F. 
Dimmock), 440 ; actinomyeosis (Dr. Telling 
and Mr, Gruner), 565; post-operative pneu- 
monia‘and bronchitis (Dr. Hellier). 872 

Society, Medico-Chirurgica], Nottingham, 144, 
05, 566, 690, 873, 935, 1028; papers and cases, 
144, 205, 566. 690, 873, 935 ; diagnosis of media- 
stinal tumours (F. H. Jacob), 144; measles, 
its mortality, complications, and sequelae 
(A. J. Sharp), 144; diagnosis and treatment 
of some diseases of the skin (K. H. Jacob), 
205; diabetes (W. Tibbles), 935; penumo- 
thorax (M. Parry-Jones, 1058 

Society. Medico-Chirurgical, West London, 143, 
29, , 690, 1484, 1554; exhibition of cases, 
143, 502, 690, 1484; anniversary dinner, 329; 
Cavendish lecture, 1554 : 

Society, Medico-Legal, 751, 1376 : discussion on 


the working of the Midwives Act, 751; 


banquet, 1376 

Society, National Health, 1£01 

Society, Neurological, Italian, 1076 

society, Obstetrical, Edinburgh, 80, 142, 437, 
688, 1184, 1482 ; pregnancy and fibroids (N. T. 
Brewis), 80; nephrotomy and pregnancy 
(Haig Ferguson), 80: uterine haemorrhage 
and arteric-sclerosis (Elizabeth McDonald), 
142; pressure and acute albuminuria (Dr. 
Porter), 142; hysterectomy for cervical 
fibroids (Dr. Haultain), 4:7; forceps de- 
livery in occipito-posterior presentation 
(Robertson Dobie), 438; hysterectomy for 
fibroids in pregnancy (Dr. Barbour), 438; 
exophthalinic goitre in its selation to 
gynaecology aud obstetrics (sir Halliday 
Croom), 688: epilepsy and puerperal 
eclampsia (Professor Jardine), 1184; bi- 
lateral ovarian dermoids (Malcolm Camp- 
bell), 1184; vaginal Caesarean section (Dr. 
brewis), 1482; syphilitic abortion (B. P 
Watson), 1482 

Society. Ob-tetrical, of London, 81, 142, 379, 
685, 870, 1123, 14€2 : treatment of ovarian pro- 
lapse (Victor Bonney), 81; chronic metritis 
(Archibald Donald), 142; pathology of 
chronic metritis (W. Fietcher Shaw), 142; 
specimens, 379, 1123; President’s . vale- 
dictory address, 379: otficers and Council, 
379; after-history of a case of fibroid of 
broad ligament (Alban Doran), 685; perl- 
thelioma of uterus (G. F. Darwall Smith), 
686; inaugural address, 686; removal of 
cervix in hysterectomy (J. D. Malcolm), 
870; rupture of bladder (C. R. Porter), 1123; 
malignant vaginal polypus (Alban DoraD), 
1123; cornual pregnancy (H. Russell 
Andrews), 1482 ; chorion-epithelioma (H. T. 
Hicks), 1482: specimens, 1482 ’ 

Society. Obstetrical and Gynaecological, 
Glasgow, 319, 871; meeting and exhibition 
of cases, 219, 871; fibroid of ce1vix uter: 
weighing 173 Ib. (Nigel Stark), 871 
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Society, Obstetrical and Gynaecological, 
North of England, 20, 203, 439, 749, 996, 1240 ; 
meeting and exbibition of cases, 20, 203, 439, 
749, 996, 1240 ; ectopic coexisting with uterine 
pregnancy (Dr. Donaldson), 440 ; fatal vomit- 
ing in pregnancy (Dr. Stookes), 440; albu- 
—— and pregnancy (E. O. Croft), 


Society, Ophthalmological, of the United’ 
Kingdom, 317, 438, €85, 1365, 1483 ; tubercle of 
eyeball (Simeon Snell), 317; retinitis pig: 
mentosa (Simeon 8nell), 318; streptococcic 
infection of conjunctiva (Arnold Lawson), 
318; stereoscopic vision (Brooksbank 
James), 318; paralysis of vertical move- 
ments of eyes (Ludford Cooper). 438 ; effects 
of steel foreign body in eye (A. Stanford 
Morton), 438; polycoria with chronic 

laucoma (Malcolm L. Hepburn), 438; 
uberculosis of eye (Waren Tay), 438; cases, 
438, 1366; thrombosis of the cavernous 
sinus (Dr. Rockliffe), 685; sympathetic irri- 
tation (Dr. Rockliffe) 685; cysts of the pars 
ciliaris (A. R. Brailey), 685; rupture of 
Descemet’s membrane (George Coats), 1365 ; 
colour vision (Dr. Edridge-Green), 1366 ; 
syphilitic affection of the eye (Sydney 
Stephenson), 1366; eyes of invertebrates 
(Leslie Buchanan), 13€6 ; pectinate ligament 
(Leslie Buchanan), 1366; opaque capsule 
(Angus McGillivray), 1366; Perinaud’s con- 
junctivitis (Drs. Sinclair and Sheonan), 
1366 ; retinal telangiectasis (Inglis Pollock), 
1366; exhibits and demonstrations, 1366; 
congenital night blindness (Mr. Nettleship), 
1483; subretinal cysticercus (L. Werner), 
1483; metastatic tumour of the choroid 
(Mr. Whitehead), 1483 

Society, Otological, German, 760 

Society, Otological, of the United Kingdom, 
1305 ; meeting and exhibition of cases, 1305 

Society, Pathological, of London, 143, 438, 
563. 686, 1122, 1365, 1382; observations on 
McConkey’s bile-salt neutral red medium 
(F. W. Andrewes), 143; incidence of spon- 
taneous carcinoma in mice (F. W. Twort), 
143; case of influenzal endocarditis (T. J. 
Horder), 143; diagnosis of typhoid in the 
absence of agglutination (T. J. Horder), 
143; rationale of Bier’s method (Drs. Patch 
and J. H. Wells). 143; digestive powers of 
leucocytes (C. A. Ballance), 143 ; parathyroid 
glands in man (David Forsyth), 438; two 
cases of cystinuria, with excretion of 
diamines (F. H. Thiele), 563; excretion of 
creatinin in pseudo-hypertrophic muscu- 
lar dystrophy (E. T. Spriggs), 564; case of 
sulphaemoglobinaemia (A. E. Russell and 
J. B. Leathes), 564 ; apparatus for estimating 
the electric Fog gypoarte | of small quan- 
tities of liquids (O. Griinbaum), 564; obser- 
vations on the spirochaetes of relapsing 
fever and tick fever (W. B. Leishman). 686 ; 
typhoid inoculation in the army (W. B. 
Leishman), ; “blackwater” fever in 
Sierra Leone (H. W. Grattan), 867; a diph- 
theroid bacillus (W. S. Harrison), 867; 
morbid histology of adrenals (f. A. Bain- 
bridge and P. R. Parkinson), 1122; inocu- 
lated syphilis in the chimpanzee (A. 8. 
Griinbaum), 1123; a rare variety of cardiac 
degeneration (W. O. Meek), 1123; haemo- 
Fe ge in the blood of snakes (L. 
Jambon and C. G. Seligiann), 1365; osteo- 
lipoma of base of brain (F. P. Weber). 1365 ; 
dissolution of the Society, 1365; closing 
meeting, 1382 

Society, Pathological, of Manchester, 20, 203, 
66, 814, 1185; discussion on opsonins, 20; 
ew mecting, 203; specimens, 566, 814, 


ll 

Society, Pathological and Clinical, Glasgow. 
20, 202, 441, #15; improved clinical method 
for the estimation of the factors of gastric 
acidity (Carstairs Douglas), 20; exhibition 
of casés, 202, 441: lymphadenoma in a boy 
(Professors Stockman and Muir), 815 

bar ple Pharmaceutical, examinations of, 


Society for Prevention of Tuberculosis, 155; 
formed in Vienna, 155 

Society, Proportional Representation. 894. 1205 

— Psychiatrico-Legal, in Aisterdam, 

t 

Societv of Registered Medical Women, 936 ; 
meeting and cases, .936 

Society for Kelief of Widows and Orphans of 
Medical Men, 153, 916, 1202 ; annual general 
meeting, 1202 

Society. Royal, 494, 586, 1137, 1506; report of 
Sleeping Sickness Commission, 494, 583; 
candidates for election, 589; conversazione, 
1137, 1£06 

soety. Koyal Medical Benevolent of Ireland, 


Society, Royal Medical and Chirurgical, 80, 201, 
377, 498, 581, 626, 813, 869, 993, 1183, 1504, 1424 ; 
Cheyne-Stokes respiration (Frederick Tay- 
lor, M. 8. Pembrev, A. P. Beddard, and 
Herbert French), 80; the de novo origin of 
bacteria, torulae, and moulds (H. Charlton 
Bastian), 201; cases and demonstrations, 
201, 813; condition of the blood vessels 
during shock (J. D. Malcolm), 377; human 
and bovine tuberculosis, with especial refer- 
ence to treatment by special kiuds of tuber- 
culin (Nathan Raw), 45¢ annual mecting, 





681; chyluria (A. F. Hertz), 626: complete 
volvulus (Jonathan Hutchinson. jun ), 813 ; 
presuppurative stage of amoebic hepatitis 
(Leonard Rogers), 859; seven-day fever 
simulating dengue (Leonard Rogers), 869; 
diagnosis of Addisou’s disease (Utto Griin- 
baum). 993; fractures of the odontoid pro- 
cess of the axis (E. M. Corner), 1183; cervi- 
cal myelopathic trichosis (Sir William 
Gowers), 1204; ligation of renal vessels for 
cure ot persistent urinary renal fistula 
(Major M. P. Holt), 1304; causes of colitis, 
(P. Lockhart Mummery), 1424; thyroid 
glands and gout (D. Forsyth), 1424; extra 
afternoon meeting, 1451 

Society, Royal, of Medicine, 460, 965, 1489 ; in- 
auguration of, 1489: and the herapeutical 
Society, 965 ; and the Ciinical Society, 1489 

Society of Sanitary and Moral Frophylaxis, 
Argentine, 702 

Society for Study of Disease in Childhood, 
20, 148, 264, 629, 936, 996, 1186, 1265, 1538; dis- 
cussion on rickets, 20; Reports of, rev, 
148; cases and papers, 2.4, 629. 936, 996, 
1186; pneumonia in children (Frederick 
Taylor), 1366 

Society, ‘therapeutical, 20, 83, 264, 965, 996; 
meeting and discussion, 20; a correction, 
83; on a method for rendering creasote 
and cannabis indica soluble (Dr. Bonnefip), 
264; and the Royal Society of Medicine, 
965; control of supernormal arterial pres- 
sure (George Oliver), 996 

Society of Tropical Medicine and Hygiene, 
768, 1380, 1562 

Socicty, University College, Colston, eighth 
dinner, 169 

Society, Urological, German, 448 

Society, Wesleyan Methodist Missionary, 
Medical Advisory Board of, 1444 

— of Women Journalists, annual report, 
23 


Society, Zoological, annual report, 643 

Soda, nucleinate of, in treatment of peritoneal 
infection, 1515 

Soldiers, numbers of killed and wounded in 
action for six years ending December 3lst, 
1903, 643 ; cooking for, 952 

Soldiers, pulmonary tuberculosis in. See 
Tuberculosis. pulmonary 

Somaliland Protectorate, 410 

Somerset, Midwives Act in, 90 

Somers Town, insanitation at, 710 

SOMMERVILLE, DAviD: “ Possible source of 
diphtheria in schools,” 659 

SOMERVILLE, W. F.: Unnoticed lateral curva- 
ture, 1238 

Soudan in 1906. 897 : 

Soudan, Anglo-Egyptian, spirillosis and 
haematozoal disease of domestic fowls in 
(Andrew Balfour), 744 

Soul, weight of the. 708 

SoutsBy, H. M.: Stray Thoughts in Sickness 
and Health, rev., 25 

Sound, urethral, 209 

South Africa, notes from. 170, 520. 835: the 
Robben Island lepers, 170; South African 
Medical Congress, 630; small-pox at 
Johannesburg, 855 

South Africa, practice in, 839, 1156, 1571 

South Africa, the profession and the British 
Medical Association in. 149; tinned foods 
from, 898; plague in, 1317 

South Australia. See Australia 

South Wales, notes from, 226, 282. 342, 468, 529, 
713, 774, 900. 9:6, 1213, 1271. 1331, 1391, 1457, 1512, 
1566; improper, feeding of children at Cardiff, 
226; an insanitary workhouse infirmary, 
227; medical certificates for school child- 
ren, 227; West Wales Sanatorium, 282, 343; 
epidemic of anomalous typhoid fever, 342: 
Swansea valley sewerage. 342, 468 ; Swansea 
drainage scheme, 343; gift of a sanatorium, 
343; housing problem, 343, 1231: at Mer- 
thyr. 1331: Pontypool Hospital, 468; Cardiff 
Health Committee, 468; scabies in the 
Pembroke Workhouse, 468; veteran medi- 
cal oftficer’s retirement, 468; Swansea refuse 
avd Aberavon, 468; Cardiff Infirmary, 529, 
956, 1331, 1512; Aberdare district report, 713; 
contract practice in South Wales, 713; 
underfed school children, 714; diagnosis 
of diphtheria, 714; Welsh national 
museum, 774: inspection of meat and 
butter, 774; Swansea Education Com- 
mittee, 774; sanitation in Glamorgan, 
474: Newport Hospital, 774; Pontypool 
typhoid epidemic, 774: typhoid epidemic 
at Gorseinon, 774: Merthyr Isolation Hos- 
pital, 900; Newport grant to University 
College. Cardiff, 900; Llanelly rural dis- 
trict, 900 ; Llandaff and Dinas Powis Health 
report, 956; .Ebbw Vale sanitation, 1213; 
effective isolation, 1271 ; Newport municipal 
milk dép6t proposal, 1391; Swansea mid- 
wifery lectures, 1391: Sanitary Inspectors’ 
Association, 1391; M.O.H. and J.P, 1457; 
Welsh museum, 1457; midwives in Glamor- 

an, 1457; medical aid and self-help, 1457; 

eafness in children, 1512; West Wales 
Sanatorium, 1566 ; health of Cardiff, 1566 

— F, A.: Two cases of cystine calculi, 


Southern v. Thomas and Skyrme, 327 
Spain, spring tour to announced by R.M.S.P. 
(0) 


Snain, lague in, 1075, 1317 





SPANTON, A. T. : Normal eruption of the first 
milk tooth, 1362 

Spectacles, history of, 161 

Speech, some atfections of (Sir William 
Broadbent), 1405 

Spelling, 154, 385 

Spemann’s Historiecher Medicinal-Kalendar for 
1907, rev , 86 

SPENCER, HERBERT, and a scientific “‘ night- 
cap,” 1524 

SPENCER, W. G.: 
muscles, 933 

Spermatic cord, recurrent torsion of (W. 
Gifford Nash), 743 

Sphygmometer, new Hill-Barnard, 1253 

SPICER, ROBERT HY. SCANES: Best way to 
remove tonsils, 173 

Spinal analgesia. See Analgesia 

Spinal column, review of books on, 504 

Spinalnerves. See Nerves 

Spirillosis of domestic fowls (M. Foster 
Reaney, 1118 ; 

Spirillosis apd baematozoal disease of 
domestic fowls in the Anglo-Egyptiap 
Soudan (Andrew Balfour). 744 : 

Spirochaectes of relapsing fever and tic« 
fever (W. B. Leishman), 68; Proiessor 
Uhlenhuth and Lr. Haendel, 1560 — 

cae or nasal ‘breath pictures,” 


Acute suppuration in 


Se nuisance in New South Wales, 


Spleen, dislocated, with torsion of pedicle 
complicating pregnancy (H. Meek), 928 

Spleen, wandering (Arthur J. Lewis), 1237 

Splenic leukaemia. See Leukaemia 

Splenomegalic polycvythaemia. See Poly- 
cythaemia 

“Split iufinitives.” See Spelling 

Sponge-holder, improved, 268 

So meningitis. See Fever, cercbro- 
spina 

Spotted fever. See Fever, cerebro-spinal 

Sprains and their consequences (John Allan), 
139, (A. F. Shoyer), 810 . 

SPRAWSON, EVELYN C.: Artificial dentures, 

1 


97 
SpriaGs, E. I.: Fxeretion of creatinin in 
pseudo-hypertrophic muscular dystrophy, 
£64, 1554 é 
SQUIRE, BALMANNO: Cramp in muscles of 
lower limb, 1 ; 
SQUIRE, J. EDWARD: Opsonins in relation to 
the specific treatment of tuberculosis, 


1417 
Staining of animal parasites (I. Walker Hall), 
556 


Stammering, treatment of, 724 

Standard of London medical degrees. See 
University of London — 

Standardization: of d‘sinfectants, 99; of 
curative serums, 162 ; 

STANTON, JAMES W. W., awarded Gilbert 
Blane medal, j 

Star chamber of surgery (leading article), 
218 


SrarK, A. CAMPBELL: Standard of medical 
degrees of University of London, 906; mus- 
cenlar spasm under chloroform anaesthesia, 


991 

STARK, J. NIGEL: Case of extrauterine preg- 
nancy in which unusually early rupture of 
the gravid tube occurred, 1232 a 

STARK, JOSEPH: Surgical tubercuiosis and 
the opsonic index, 1°36 : 

SrarkEy, T. A., reprints paper on relation 
between deficient humidity of air and 
hyperaemia of the mucous membrane of 
the respiratory passages, 526 

STARLING, Professor: Evidence of, before 
Vivisection Commission, 573; (Editor 01) 
University College London Physiological 
Labora'ory Co'leclted Papers. rev., €94 et 

STARLING, ERNEST H.: Threatened disin- 
teeration of the University of London, 776, 
95) 


8 

Starr, F N. G.; Newmethod of dealing with 
cleft palate, 1532 ; 

STARR, M. ALLEN: Organic and Functional 
Nervous Diseases, rev., 1243 

Starting in practice, 1220 i 

State and syphilis (Seymour Stritch), 
1239 

State medical examinations in Germany, 
pass and pluck at, 595 

State medical service for Ireland, suggested, 


47, 652 

Statistics of a life assurance * company, 
828 

Status lymphaticus, unexpected death and, 
1322 


Status of a laboratory of pathology and public 
health, 1463 

Steam cars for medical men, 240, 848, 1373. 
See also Motor 

STEELT, GRAHAM : Textbook on Diseases of the 
Heart, rev , 1368 

Stegomyta fusciata discarded by United States 
Bureau of Entomology for Stegomyia calopus, 


91 

STENHOUSE, JOHN: Puthology, General and 
Spectal, rev , 1307 ; 

Stenosis, pyloric, congenital (H. Ashby), 439 ; 
(G. A, Sutherland), €27 ; 

Stenosis, hypertrophic pylo®ic in infants (Dr. 
Voelcker). 627 ; surgical treatment of (F. F. 
Burghard), 627 : 
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STEPHENS, G. ARBOUR: Use of calcium salts 
in pneumonia, 

STEPHENSON, SYDNEY: Syphilitic affection of 
the eye, 1368 

Stereoscopic vision (Brooksbank James), 318 

Sterility in man (Arthur Cooper), 1118 

Sterilizable enema syringe. 1053 

Sterilization of catheters (Henry Jellett), 499 

Sterilization, perils of, 1032, 1224 

Sterilization of certain criminals, proposed, 
843, 946: in Indiava, 843 ; in Oregon, 946 

Sterilization of degenerates, 60 

Sterilization, matrimonial, 1268 

STEBLING, ROBERT, obituary notice of, 845 

STERNBERG, CARL: Puthologie der Primérer- 
krankungen des lymphatischen und hdmato- 
pottischen Apparates, rev., 63 

Stethoscope. improved chestpiece for 
binaural, 1542 

STEVENS, GEORGE T.: A Treatise on the Motor 
Apparatus of the Eyes, rev.,147 

STEVENS, J. Bare, lecture by, 516 

STEVENS, W. MircHeELL: Dissemination of 
intra-abdominal malignant disease by 
moss of the lymphatics and thoracic duct, 


SrEWARD, F. J.: Treatment of surgical tuber- 
culosis, 855 
STEWART, IAN STRUTHERS: Tuberculous 
opsonic index, 626 
STEWART, JAMES, note on, €53 
STEWART, JAMES: Appreciation of Edward 
Markham Skerritt, 1160 : 
STEWART, J. E. FERGUssON: Pair of forceps 
in the abdominal cavity for ten and a half 
years, 313 
STEWART, PURVES: Diagnosis of Nervous Dis- 
* eases, rev.. 205; cerebro-spinal fluid. 1241 
Still-born children, notification of. See Noti- 
fication 
STIRLING, D. H.: Common errors in diet and 
general hygiene of children, 781 
STOCKDALE, E. M.: Chronic suppurative 
otitis media, 1057 
STOCKMAN, StEWART: Evidence of before 
Wivisection Commission, $73 
STOCKMAN, Professor: Case of lymphadenoima 
‘ in a boy a> a zr 
TODDART. W. H. B.: Early symptoms of 
mental disorder, 1101 dani 
SPOKE, Sir THORNLEY : Evidence of before 
Vivisection Commission, £07 
Stomach, bayonet wound of (reported by 
P. R. Wrigley), 1303 
Stomach, cancer of. See Cancer 
Stomach, hair ball in (F. G. Pell-Ilderton), 18 
Stomach, ulceration of, gastro-enterostomy 
combined with gastrostomy for (B. G. A. 
Moynihan), 681 
Stone of stumbling, 603 
STONE W. G.: Tumour of tongue, 1057 
— Dr. : Fatal vomiting in pregnancy, 


STORRY, FREDERICK WILLIAM, obituar 
notice of, 1223 : “f 
=" JOHN B.: Vaccination of the cornea, 


iw of the late wba yp oe 189 

rabismus, case of complicated (A. i 

Bradburne). 990 é aaeues 

STRACHAN, J.: Medical supervision of 
schools, 841 

STRAHAN, Lieutenant-Colonel ALEXANDER 
BANNERMAN, Obituary notice of, 1521 

STRANGE, HEATH, obituary notice of, 1462 

Strange story of a prince’s cure, 336 

STRANGMAN, MARY S. P.: Morphinomania 
treated successfully with atropine and 
strychnine, 1173, 157 

Strangulated hernia. See Hernia 

Strassburg doctors and fees, 682 

Street accidents, 1207, 1558 

Street ambulance. See ambulance 

Street noises in Bradford, 712 

—" named after doctors, 165, 223, 356, 416, 


Sreneh of potent on x3, 1016 

reptococecic infection of conjuncti 

(Arnold Lawson), 318 iene 

Stretcher with steel bearing rods, 323: asa 
hammock, 444 

STRETTON, J. LIONEL: Case of congenital 
syphilis with unusual syinptoms, 140 , 

STRETTON, SAMUEL, golden wedding of, 1317 

Stricture, urethral. See Urethral 

SrRitcH, SEYMOUR: .The State and syphilis, 


1 ; 
“Strong man,” weakness of the. See Weak- 
ness 
**Strumous” glands, 1313 
Strychnine, use of, 1344 
Strychnine and atropine in successful treat- 
ment of morphinomania (Mary S. P. Strang- 
man), 1173, 1572: correspondence on, 1394 
STRUTHERS, J. W.: Local anaesthetics for 
extraction of tecth, 848 
aes Anan (in India), “y 11£6 
tubcutaneous injury o ancreas (George 
Hebb Cowen), 1048 . : ° 
Successful vaccination. See Vaccination 
Suffocative hydrothorax. See Hydrothorax 
Sugar, testing urine for, causes and signifi- 
cance of certain ambiguous reactions ab- 
tained in (Hugh Maclean), 1471 
oui in J spen.gatt 
uiphaemoglobinaemia, case of (A. E. Russell 
and J. B. thes), 564 ‘ Ms 





Summons to a patient dead on arrival, 662 
Sunday rest, 1208 ; 
Superannuation, 272, 1098 ; calculation of, 272 
Supersession, 237, 354, 843, 1162, 
—_— reports in (leading article), 


Suppurative meningitis. See Meningitis 
Suprarenal gland, preparations of, 87 
Supreme national heaith authority, 1380 
Surgeon, claim of, to conduct the after treat- 


ment of operation cases (Charles A. Morton), 
303 


Surgeon’s apprentices at the Hotel Dicu in 
the 18th century, 385 , 

Surgery, abdominal. See Abdominal 

Surgery patients, 110, 288 7 

Surgery, review of books on, 145, 265, 381, 755. 
1061, 1062, 1 


Surgery of warfare and catastrophe (Arthur 
Evans), 749 d 

Surgery, water supply oi, 763 

Surgical ehemist, 664 

Surgical home of recovery, 1267 

Surgical operations, mortality after (J. Craw- 
ford Renton), 867 

Surgical showman, 163 

Sussex, West, Midwives Act in, 1132 

SUTHERLAND, G. Congenital pyloric 
stenosis, 627: osteogenesis imperfecta 
(2? syphilitic), 748 

SUTHERLAND, J. F.: Judicial conception of 
insanity, 1022 

Suture sterilizer, 1429 

SWAIN, JAMES: Ketrospect of a thousand 
consecutive cases of abdominal surgery, 299 

Swansea: Valley sewerage, 342; drainage 
scheme, 343: refuse and Aberavon, 468; 
Education Committee, 774; midwifery 
lectures at, 1391 

SwANzy, HENRY R.: Jlandbook of Diseases of 
the Eye and their Treatment, rev., 632 

SwANzy, Captain, death of, 1146, 1272 

Sweden, proposal that women should be 
eligible for hospital appointments in, 1237 

Sydney, notes from, 44: patent medicine 
legislation, 44: a committee on bread, 44; 
registration of nurses and midwives and 
inspection of private hospitals, 44; friendly 
societies, 45: lodge contracts. 45 

eee: plague in, 836. See also New South 

ales 
— JOHN J. F.: Dirty and infectious milk, 


SYMMERS, WM. STCrAIR: Note on the post- 
mortem appearances in epidemic cerebro- 
spinal meningitis in Belfast, 391: cultiva- 
tion of the meningococcus in the present 
epidemic of cerebro-spinal meningitis in 
Beliast, 1477 

SYMONDS, CHARTERS: Diagnosis and treat- 
ment of malignant disease of the caecum, 
203 ;_ medical degrees of the University of 
London, 1028 

Sympathetic irritation (Dr, Rockliffe), 685 

Sympathetic, pathology of the, review of 
books on, 1060 

Syntheti¢ medicines, nomenclature in (lead- 
ing article), 398 

Syphilis, atoxyl in treatment of (Professor 
Hallopeau), 1458 ; a correction re, 1515 

Syphilis, congenital, with unusual symptoms 
(under care of J. Lionel Stretton, reported 
by Wilson Smith), 140 

— inoculated in the chimpanzee (A. S. 

riinbaum), 1123 . 
at of the lung (R. J. M. Buchanan), 


Syphilis and marriage (leading article), 35 

Syphilis past and present, 

Syphilis, professional secrecy and (Professor 
Parisot), 766 

Syphilis, protozoal theory of, 1423 

— and the State (Seymour Stritch), 


Syphilis, treatment of (George Pernet), 730, 
1276 ; correspondence on, 1030, 1276 

Syphilitic abortion (B. P. Watson), 1482 

Syphilitic affection of the eye (Sydney 
Stephenson), 1366 

Syphilitic infection, prevention of, 223 

Syringe for eucaine, new, 1542 


Aim 


Table manners in North Britain in 1629, 515 

TAIT, WICLIAM: History of Haslar Hospital, 
TeV, 201 .** 

TALBOT, F. T. : Motor tyres, 179 

Talipes valgus, paralytic, treated by tendon 
transplantation (Basil Kilvington), 134 

Talma-Morison operation, specimen after 
(Dr. Moorhead), 263 

Tartaric acid, lead and arsenic in, 1139 

a, notes from, 531; gchool hygiene, 


TAUNTON, GODFREY, stipendiary magistrate 
and, 40 





Sapome, Tr.: Catheter cystitis and bacteria, 


TawaRA, S.: Die heutige Lehre von den patho- 
logisch-anatomischen Grundlagen der Herz- 
schwaeche, rev., 1428 

Taxation and degeneration, 965 

Taxes on practitioners in Austria, 656 

Taxis for hernia, use of (H. Betham Robin- 
son). 14 

TAY, WAREN : Tuberculosis of the eye, 438 

TAYLOR, FREDERICK : Clheyne-Stokes respira- 
tion, 80; pneumonia in children, 1366 ; 
evidence of, before the Vivisection Com- 
mission, 1544 

‘TAYLOR, H. PEARSON, presentation to, 701 - 

TAYLOR, JAMES, public recognition of ser- 
vices of, 702 

a uae JOHN W.: Hystero-myomectomy, 


TayYLor, SEYMOUR: Acromegaly, 261 
— auild of Great Britain and Ireland, 


Teaching and examination (leading article), 


Tea district, prevention of disease in, 523 

TEALE, MICHAELA.: Traumatic expulsion of 
lens and iris followed by uneventful heal- 
ing without treatment, 375 

TEALE, T. PRIDGIN, portrait of, 1565 

Teeth extraction, local anaesthesia for, 240, 
604, 664, 788, 848, 964, 971, 1284; note on, 894. 
See also Anaesthesia 

Teeth of the nation, 1267 . : 

= of school children (leading article), 


Teetotal conscience, 1224 

TeIzo0 Iwal, appointed honorary member 
Fourth Class Royal Victorian Order, 1201 

Telangiectasis, retinal (Inglis Pollock), 1366 

Telephone clerks, hearing of, 

Temperance teaching in schools. See Schools 

Temperature in malignant disease of the 
liver and bile passages (James W. Russell), 


311 

Tendon transplantation for paralytic talipes 
valgus (Basil Kilvington), 134 

— elbow, 542; correspondence on, 599, 


— chebula, therapeutic properties of, 


Territorial army and its medical corps 
(leading article), 518 ; 

Tetanus. antitetanic serum in treatment of 

W. Winslow Hall), 555; (Eustace G. Carter), 
5; (C. R. Howard), 556 

Tetanus, treatment of (F. W. Gange), 78 ‘ 

Tetanus from self-inflicted wound : serum in- 
jection: recovery (reported by > 
Thompson), 1054 , : 

Tetany, association of with dilatation of 
— intestine in children (Dr. Langmead), 


THANE, Professor, evidence of before Vivi- 
section Commission, 447, 509 

THAYER, Professor: Calcifieation of the 
breast, 767 ; 

Therapeutical Society. SeeSociety | . 

THIELE, F. H.: Two cases of cystinuria, with 
excretion of diamines, 563 

Things that might have been expressed 
differently. 604 

Tuomas, Davin, retirement of, 468 

THoMAS, H. WOLFERSTAN: Yellow fever in 
thechimpanzee, 138 : 

Tuomas. J. LYNN, pricked to serve as High 
Sheriff for Cardiganshire, 689; goitres re- 
moved under cocaine anaesthesia, 993 

Tuomas, L. KIrKBY : Administration of ethyl 
chloride. 623: death under anaesthetic, 8 

Tuomas, W. THELWALL: Operations during 
typhoid fever, 81; acute haemorrhagic pan- 
creatitis, 201 ; renal and uretral calculi, 1184 

THompsoN, E. R., reports case of tetanus from 
self-inflicted wound, serum injection, re- 
covery, 1054 

THOMPSON, E. SYMES, estate of, 274 

THOMPSON, G. S.: Acute intestinal obstruc- 
tion due to intussusception in an adult, 867 

THoMpPsON, H. E. Symes: Possibility of 
actinomycotic infection by the vagina, 984 

—_ J. BERNARD : Case of haemoptysis, 


THOMPSON, W. H.: Demonstration experi- 
ments on living animals, 596 : 
Thompson Yates and Johnston Laboratories Re- 
port, rev., 505 : 
THOMSON, F. WYVILLE: Filaria in birds, 17 
THOMSON, H. H.: Pulmonary Phthisis: 
_. Prognosis, and Treatment, rev., 


THOMSON, JOHN: Acute  cerebro-3pinal 
meningitis, 378 

THOMSON, JOHN: Peculiarities of the tongue 
in Mongolism and on tongue-sucking in 
their causation, 1051 , 

THOMSON, Sir WILLIAM, appointed Inspector. 
of Anatomy for Munster, 711 

—— Wm. B. : Operations on the kidneys, 


Thoracic aneurysm. See Aneurysm |. 

THORBURN, W.: Acute infective bone disease 
without necrosis, 439 . 

THORINGTON, JAMES: The Ophthalmoscope and 
How to Use It, rev., 147; Retinoscopy, rev., 


THORNE, ATWOOD: London County Council 
election, 412 
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THORNE, R. THORNE: Antistaphylococcic 
vaccine in the treatment. of furunculosis, 


THORP, H. J. : Chronic sneezing, 724 
Threadworms. See Worms 

* Three faces the Phisition hath,” 1315 
——- of cavernous sinus (Dr. Rockliffe), 


Thyroid activity, diet in relation to (A. Ding- 
wall Fordyce), 619 

Thyroid glands and gout (D. Forsyth), 1424 

ae swelling, acute, with acute haemor- 
rhagic oedema of right side of pharynx and 
larynx (Parkes Weber), 748 

Thyroidectin, 756 

TIBBLES, W.: Diabetes. 935 

TIBBLES, WILLIAM: Food and Hygiene, an 
Elementary Treatise upon Dietetics and 
Hygienic Treatments, rev., 1186 

Tick, development of Piroplasma canis in 
(8. R. Christophers), 76; note on, 100 

Tick fever. See Fever : 

TIDEY, STUART: Fashion in medicine, 240 

TIGERSTEDT, ROBERT: Textbook of Human 
Physiology, rev.. 320 

Tinned foods from South Africa, 898 

Tinned meat, 1453 

Titles, medical, 57 

Tobacco habit, a cure for, 462, 540 

Tobacco, remarkable effect of, 1082 

TODD, JOHN LANCELOT, receives permission 
to wear Order of Leopold II, 94: atoxyl in 
treatment of trypanosomiasis, 132; yellow 
‘fever in Belize, 

Tokio, — officership to the Embassy of, 

TOLLER, EBENEZER, obituary notice of, 177 

TOMKINSON, J. GOODWIN, eclectic treatment. 
of lupus vulgaris, 1535 

Tongue, method of diminishing the raw sur- 
oy aiter removal of half (H. L. Barnard), 


Tongue, peculiarities of in Mongolism, and 
on tongue-sucking in their causation (John 
Thomson), 1051 

Tongue, tumour of (W. G. Stone and F. Nor- 
man), 1057 

Tonic muscular spasms (Dr. Sawyer), 1119 

Tonsil, guillotine, improved, 1063 

Tonsillitis and appendicitis, 534 

= best way to remove, 53, 120, 173, 231, 


Tonsils, enlarged, removal of (Roderick 
Maclaren), 680 

Tonsils, large, knife for enucleating, 1308 

Tonzi@, C.: Manuale Pratico dell’ Igieniata, 
rev., 1487 

Tooth, impacted, asthma caused by (A. J. 
Rice Oxley), 1362 

Tooth, milk, normal eruption of the first 
(A. T. Spanton), 1262 

TOOLEY, SARAH A.: History of Nursing in the 
British Empire, rev., 1241 

TOROK, LUDWIG: Speczielle diagnosiik de Haut- 
krankheiten fiir praktische <Aertz= und Stu- 
dierende, rev., 759 

TORKEL, Dr., gives account of cinemato- 
a exhibition of surgical operations, 
1 


Toronto Hospital. See Hospital 

Toronto meeting, 161 

Toronto University. See University 

Torsion of hydrosalpinx, 163 

Torulae, De Novo origin of (H. Charlton 
Bastian), 201 ; ; 

Towns, — of children in, 648; correspon- 
dence on, 842 ; 

Toxins, lesions of spinal and cranial nerves 
Erne produced by (Vavid Orr and 
R. G. Rows), 

Trachinus draco. See Weever fish 

Trade of medicine. See Medicine 

TRAILL, ANTHONY: University question in 
Ireland, 716 

Tramway tickets, disease from, 1453 

Transatlantic quack. See Quack 

TRAVERS, WILLIAM, Obituary notice, 115 

TREVES, Sir FREDERICK : ** Honourable augu- 
mentation” to arms granted to, 893 ; bold 
advertisement, 1515 ; 

TRIBE, Mr.: Rheumatism and heart disease 
in children, 629 

Trichocephalus dispar, 164 hee ee 

Trichosis, cervical myclopathic (Sir William 
Gowers), 1304 

Tricycle, motor. See Motor eas 

TRILLAT, M. : Estimation of proteids in milk, 


84) 

Trinidad, West Indies, plague in, 1443 

Trinity College. See College bit 

TRIST, SIDNEY: The art of polite letter 
writing, 720 

TRONCHIN, THEODORE, 1319 ; 

Tropical ailments as thev are met with in 
Britain (James Cantlie), 1465 

Tropical hygiene (Allan Stuart), 515 

Tropical Medicine, Belgian Schoo) of, 135 

Tropical Medicine, Liverpool School of.'505, 
591, 1139 ; Reports, rev , £05: proposed Dutton 
memorial professorship, 591; expedition to 
Central Africa to investigate sleeping sick- 
ness, 1139 2 

Tropical Medicine, London Schoo) of, 59, 968 ; 
pass lists, 59 ; 

Tropical medicine, research. in (leading 
article), 157 

Tropical medicine, review of books on, £04 





Tropical medicine, schools of, 1563 

True gratitude, 1464 

Trypanosomes, nucleus of (Ronald Ross and 
J. E. 8. Moore), 138 

Trypanosomiasis, atoxyl in treatment of 
(Anton Breinl and John IL. Todd), 132, 
(Ayres Kopke), 281; in Sierra Leone, 523; 
treatment of (MM. Nicolle and Mesnil), 1141. 
See also Sleeping Sickness 

Trypsin in cancer, 63, 113, 158, 486, 519, 598, 
660, 720, 788; leading article on, 158; (Wil- 
liam Seaman Bainbridge), 486; piece of 
Week on, 519; correspondence on, £98, 660, 


7 

Tsetse fly and horse sickness, 848 

Tussy, A. H.: Common deformities of chil- 
dren occurring in general practice, £02; 
facio-hypoglossal anastomosis for post- 
operative paralysis, 748 ; complete paralysis 
of gastrocnemius and soleus with talipes 
calcaneus treated by nerve gos, 748 

Tubercle bacillus, jubilee of, 775 

Tubercle bacillus and milk (leading article), 


763 
=e and erysipelas (C. B. Whitehead), 


Tubercle of eyeball (Simecn Snell), 317 

Tubercle: economical organization of the 
struggle against in France, 1089; house 
distribution of in Paris, 1089 

Tuberculin, plea for the use of, within and 
without sanatoriums (W. Camac Wilkinson), 


Tuberculin in treatment of tuberculosis, 416 

Tuberculin in tuberculous meningitis (Alex- 
ander Don), 13€0 

Tuberculosis, bovine: questions in Parlia- 
ment, 464; bovovaccination and, 715. See 
also Tuberculosis, human 

Tuberculosis of caecum and ascending colon 
(Gilbert Barling), 497 

Tuberculosis, climatic treatment of, 1276, 

Tuberculosis Commission, cost of, 525 

Tuberculosis, conference on, 1261 

Tuberculosis Congress. See Congress 

Tuberculosis and dairies, 954 

ewes. early diagnosis of (M. Roux), 


Tuberculosis of eye (Waren Tay), 438 

Tuberculosis, human and bovine, Royal Com- 
mission on, second interim report, 323, 697; 
Ames article on, 330; correspondence on, 


Tuberculosis. human and bovine (Nathan 
Raw), 411, 498 

Tuberculosis ileo-caecal, surgical forms of 
(Henri Hartmann), 849 

Tuberculosis, laryngeal, complete vocal rest 
during the sanatorium treatment of (Noel 
Bardswell and Basil Adams), 1350, (H. G. 
Felkin), 1421 

Tuberculosis, league against in South Hun- 
gary, 216 

Tuberculosis, marine climates in (William 
Ewart), 986, 994 

Tuberculosis and milk, 651, 1018 

Tuberculosis among negroes and Oglala Sioux 
Indians, 156 

— compulsory notification of, 954, 


Tuberculosis, notification of in France. 706 
Tuberculosis, opsonins in relation to the 
ee treatment of (J. Edward Squire), 


Tuberculosis in parochial infirmaries, 769 
Tuberculosis, preventiun of, in Leeds, 50; 
ublic health authorities and, 465; in 
iverpoci, , 834; international pro- 
tection against, 784; in Worcestershire, 
1254; Adirondack Sanatorium. Saranac 
Lake, 1254; in Cape Colony, 1269; annual 
meeting of National Association for Pre- 
vention of, 1267; io Ireland, 1328; con- 
ference on, 1442 ; in Liverpool, 1864 
Tuberculosis, pulmonary, diagnosis of (Dr. 
Moritz), 630 
Tuberculosis, pulmonary, in soldiers, 525, 
769; correspondence on, 598 
Tuberculosis, influence of rainy winds on, 
111, 174, 233, 345 : 
Tuberculosis, refinement in the diagnosis of, 


1094 
Pavercalonis, review of books on, 321, 383, 816, 


Tuberculosis, sanatorium treatment of, in 
Leeds, 591 ‘ 

Tuberculosis, sanatoriums for workers suf- 
fering trom, 1450 

Tuberculosis in school children (leading 
article), 331 

Tuberculosis in soldiers. See Tuberculosis, 
pulmonary ; 

Tuberculosis, surgical treatment of (F. J. 
Steward), ‘825 

Tuberculosis, surgical, and the opsonic index 
(Joseph Stark). 

Tuberculosis, Toronto Hospital for  far- 
a cases of (Sir W. H. Broadbent), 


Tuberculosis, a tragedy of, 1451, 1579 

Tuberculosis, treatment of, 10. 

Tuberenlosis treated by tuberculin, 416 

Tuberculosis. vaccine treatment of in chi'l- 
dren (Clive Riviere), 859 

Tuberculous cows, 769, 1387 

Tuberculous opsonic index. See Opsonic 


, Tuberculotis meningitis ia a boy treated with 
tuberculin, recovery, recurrence ‘‘and 
death (Alexander Dou), 1350 . 

Tuberculous: paupers, treatment of in 
Germany, 775 

Tuberculous soil conditions (2) (C. H. Foley), 
866 ; correspondence on, 966 ; 

ee J. K.: Motors for medical ‘men, 


bs on of choroid, metastatic (Mr. White- 

ead), 

Tumour of tongue (W. G. Stone and F. Nor- 
man), 1057, ’ 

Tumours of central nervous system, review 
of books on, 1124 s 

Tumours, cerebral, diagnosis and localiza- 
tion of (Charles EK. Beevor), 316, «3/, 563 °' 

Tumours of jaws, pathology and treatment of 
(Frederic Eve), 1525 

Tumours, immediate micrescopical diaguésis 
of, during the course of operations (C: B. 
Lockwood), 127 

Tumours, mediastinal, diagnosis of (F. H. 
Jacob), 

Tumours, review of books on. 1188 

Tumours in wild animals, 1560 a 

Tunis, malaria in, 95 : 

TvuoHy, Captain WILLIAM EDWARD. JAMES, 
death of, 186 

TUPPER, Sir CHARLES, presentation to, 588 

TURCK, FENION B.: Etiology and pathology 
of peptic ulcer, 922 

TURNER, WILLIAM ALDREN: Epilepsy : a Sludy 
of the Idiopathic Disease, rev., 1427 

TURNER, W. PICKETT: Tuberculosis: Its Origin 
and Extinction, rev., 383 

TURNLEY, J. E.: Influenza and epistaxis, 5€2 

TURTON, EDWARD: Relative opsonic power of 
mother’s blood serum and milk, 865 

TWEEDY, HASTINGS : Pubiotomy, 813 

Twins, case of premature birth of (H. S. 
Martyn), 623; correspondence on, 972 

TworT, F. W.: Incidence of spontaneous 
carcinoma in mice, 143 

Typhoid fever. See Fever, enteric 

Typhoid inoculation in the army (W. R 
Leishman), 6&6 

Typhosus, bacillus. See Bacillus 

Typhus fever. Sec Fever 


U. 


Uganda, sleeping sickness in, 223 

UHLENHUTH, Professor: Spirochaetes in re 
lapsing fever, 1560 

Ulcer, duodenal, treatment of (A. W. Mayo 
Robson), 248 

Ulcer, duodenal, perforation, no leakage (re- 
ported by W. Everett), 495 

Uleer, duodenal, and lung abscess (G. P. 
Newbolt), 81 

Uleer, gastric, repeated abdominal section 
for perforation of (Archibald Cuff), 255; 
(W. Morley Willis). 926 

Uleer, gastric. age incidence of, in the male 
and female(William Calwell), 6 

Ulcer. gastric, gastro-enterostomy for chrobic 
(J. Sherren), 1183 

Ulcer, gastric, review of books on. 5043 

Ulcer, gastric, rupture of into ww eacemal 
mediastinum (francis Haswell), 4 

— gastric, treatment of, discussion on, 


Ulcer, peptic, etiology and pathology of 
(fenton B. Turck), 922 . 
Ulcer, rodent, treated by zinc ions (H. Lewis 
Jones), 364 sy 
Ulcers, calcium iodide in (A G. Peter); 951, 
1463 ; correspondence on, 1284, 157 
Umbilical cord in utero, palpation of, 1036 
Uncinarta duodenalis from $t. Vincent, W.I. 
oe McWeeney, throug! Dr. Farnau), 


Unemployed, the snowfall and, in Leeds, 163 
Union Hospitals. See Hospitals i 
Unique honour, 1323 
United Services Medical Society. See Society. 
Medical : J 
United States, women nurses for the navy cf, 
27, 1463; suppression «f quackery ip, 103; 
noise Duisance in New York, 156 ; cremation 
in Massachusetts, 216; Christian Science in 
Massachusetts. 355; big fees in, 386; pro- 
posed registration of purses in Mintiésota, 
421; proposal to provide nurses in schools 
in Massachusetts, 643 ; proposed Ministry of 
Health in, 649; medical students in.,¢£0 ; 
Bill for establishment of a siogle medical 
examioing board for abolition of all .sec- 
tarian distinctioos ia the Jiceasure. of 
inedical graduates, 702 ; New York Academy 
of Medicipe, 708: compulsory vaccination 
in, 783; pastenrzation of milk iu New Y.ork. 
.784; American sanitation. 764; medical 
practice in, 830; sterilization of certain 
crimiuals in indtana, 843; ophthadmic 
quacks in (leading art cle), 8€2; Bill to 
vestrict sale of cocaire in New York State, 
9:6: Autituberculdsis League 946: autivrvi- 





i section ia, 916, 1288; steritrzation of certain 


- pases as ma 


= 























a (fee. 


INDEX, 


[Sone 29, 19° 9. 





— 





eriminals in Oregon, 946; census of blind 
and deaf iu, 1054; Medical Milk Commis- 
sioa in New York. 1074; Bill to restrict 
scope of expert testimony in murder trials 
in New York, 1076, 1209; coloured doctors 
in, 108+; Bil! to preveut juvenile smoking 
passed in Wisconsin, 1150; Bill for registra- 
tion of nurses in various States, 1254; Bull 
for examining board of osteopaths vetoed 
in Pennsylvania, 1254: free diphtheria anti- 
toxia in Illinois, 1302: cigarette smoking 
by women ino, 1342; medical service of the 
‘navy, 1399; Boston School Committee and 
purses in public scliools, 1554 

—— German, medical students in, 


Universities, Scottish, preliminary examina- 
tions of, 169 ; Carnegie trust for, 403 . 

University of Aberdeen, 966, 1033; pass lists 
and degrees, 966, 1033 

University of Birmingham, 58, 413, 1162, 1461, 
1565;guild of graduates,£8: economic zoology, 
68: women’s hostel, 69; new buildings, 413: 
science scholarships, 413; number of 
graduates and undergraduates, 413 ; finance. 
413; post-graduate lectures, 1162, 1461 ; hall 
of residence for the students, 1565 

University of Caimbridge, 58, 177, 234, 273, 
355, 413, 538, 600, 662, 723, 844, 1033, 
1096, 1161, 1218, 1341, 1337, 1461. 1518, 1578; 
pass _ lists and degrees, 58, 177, 234, 
$55. 538, 600, 652, 723, 1033, 1096. 1218. 1341, 
1461, 1518, 1578; app »intments, 177, 273, 413, 
538, 600, 844, 1033. 1397: diplomas, 177, 1341; 
examinations, 273, 1161; voting for mathe- 
matical tripos, 325; George Henry Lewe3 
studentship iu physiology, 1097 : research 
studentship in medical entomology, 1461 ; 
the late Professor Newton, 1518 

Uaiversitvy of Chicago, gilt from John D. 
Rocke ‘eller, 216 

University College. 

University Cuyllege Colston Society. See 
Society . 

University Colleges of Wales, 956 ; reports, 966 

University of Durham, 407, 662, 1034, 1145, 
1162; pass lists and degrees. 1034. 1162; 
proposed new charter for, 407, 652, 1145 

Uuiversity of Edinburgh, 1(7, 177. 781, 910, 
966, 1162, 1213, 1281; pass lists and deerees, 
910, 966, 12 8: annual report of, 1906, 117; 
number of students, 117; degrees conferred, 
117; fellowships, etc , 117: Carnegie founda- 
tion, 117; lectureships. 117; benefactions, 
117: additioas to the library. 117; cata'og- 
iog of thelibrary, 117: uuiversity union, 117; 
rectoral address, 177; university court. 781. 
1281; General Council, 1162; number of 
matriculated students, 1162 ; 

University of Geneva, celebration of 350th 
anniversary. 1076 

University ot Giessen, 115. 1126 

University of Glasgow. 404, 407 600, 911, 1023, 
1461; pass lists and degree«, 911: priucipal- 
ship of, 404, 407; B.Sc. ia pharmacy, 600; 
new medical laboratories, 1023: physiologi- 
cal department. 1023; forensic medicine ae- 
partment, 1024; materia medica depart- 
ment, 1024: tinal examination for medical 
degrees, 1461 

University Graduates’ Club. See Club 

University. Royal, of Ireland, 844, 1097, 1218; 
supplement to University Calendar, 844; 
pass lists and degrees, 1097, 1218 

University, Irish, question of, 276, 407, 466, 
526, 652, 711, 716, 771. 902, 1389; leading 
article on, 276: Belfast opinion of, 283; 
ooposition to, 339: in Cork, 466 ; the Royal 
University, meeting of Senate, 526; Roman 
Catholic opinion, 526; Trinity College, 526, 

642, iy correspondence on, 716; the Bill, 


See College 


Udiversity, Johus Hopkins, unveiling of 
portrait group of Drs. Halsted, Kelly, Osler, 
_and Welch, 941 
University of Leeds, 59, 273, 341, 782, 1578; 
pass lists and degrees, 59, 782: Vice-Chan- 
cellor’s report, 273; appointments, 273. 782. 
1578; dinner of the Court, 331 ; teaching of 
biology, 782 :; meeting of Court. 1578 
University of Liverpool, 282, 355, 761, 844: 
nass lists and degrees, 335, 844; dinner of 
the clinical school of the Uuiversity, 167, 
282; diploma in public health, 365 ; Chair of 
cytology. 781 
University of London, 58, 234. 413. 472. 524, 538, 
589, 60), 723. 776, 886, 831. 905, 910, 95%, 1005, 
1€26, 1033 1091. 1151. 1161. 1216, 1218. 1274, 1332, 
1353, 1392, 1397. 1461, 1493; pass lists and de- 
- grees, 58, 472, 538, 1397: Co wocation, 234, 1161; 
, meeting of Senate. 413, 910, 1337; co-option of 
members of Senate, 413; Vice-Chairman of 
the Scholarships Committee, 413; federal 
Conference on Education, 413; invitation to 
Paris, 413; Francis Galton Laboratory for 
the Study of National Eugenics, 413, 910; 
University of London Freemasons, 413; 
exemptious from matriculation, 413; J. 
Kingston Fowler and J. Rose Bradford con- 
_ Scat to stand for re-election on the Senate, 
24. West London post-graduate course, 
538; scholarships, 600; election of Senate: 
589 709 1091, 1161; proposed institute of 
, medical sciences at South Ken-ington, 723; 
threatened disintegration of, correspon. 
deuce 02,776 838, 9°8; unpopularity of the 
metical degrees, 885; leading article on, 





891; standard of medical degrees of, 905, 
960, 1026, 1091, 1151, 1216; election to Senate 
of, 960, 1091, 1161; recognition of teachers, 
910; physiological laboratory, 910, 1397; 
appointment o! members of Senate, 


10, 1397; appointment of representa- 
tives, 910: mission to the Faculty 
of Medicine, 910; lectures in  physio- 


logical laboratory, 910; lectures in proto- 
zoology, 910; presentation day. 910: policy 
of, in relation to London medical education 
aud medical science (William Hunter), 1005, 
1127, 1191, 1495 ; correspondence on, 1216, 1273, 
1333, 1392; report of Standiog Committee, 
1161; Lord Lister, 1161; appointments to 
overning bodies, 1161: business adjourned 

com January 18th, 1907, 1161: university 
colours, 1161; mode of election of members 
of Senate, 1161 ; annual athletic sports, 1161; 
Standing Committee, 1161; degree in medi- 
cine for the average London student, 1216; 
presentation dav, 1218; service in West- 
minster Abbey, 1218; visit to University of 
varis, 1332, 1554: demonstration inthe Paris 
Radium laboratories. 1654; advanced lec- 
tures in physiology. 1397: Board of Exami- 
ners, 1397; resignation of examiner, 1397; 
the concentration scheme 1431: Guy’s 
Hospital Medical School, 413; Jectures, 
1397; King’s College, 413, 910, 1033; 
special Jectures in physiological depart- 
ment, 910; Hospital. London, 1397; lec- 
tures, 1397: University College, 234, 1161, 
1418; lectures, 234, 1161: electiou of Sharpey 
Physiological Scholarship, 1218 

University, McGill, 955. 1019, 1066: fire at, 9&5, 
1086; teaching of medicine at, 1019 

University of manchester, Victoria, 844 ; pass 
lists and degrees, 844 

University of Naples, busts of seven medical 
celebrities in. 941 

University of Oxford, 58. 234, 273, 355 413, 472, 
538. 649, 662, 722, 781, 910, 1096, 1218. 1269, 1281, 
1460; pass lists and degrees. 58, 273, 538, 722, 
781 : degree days, 234, 722; Komanes lecturer, 
1907, 234: natural science scholarships, 234, 
355 ; scholarships awarded. 234: election of 
delegate of the common University fund, 
413; Board of the Faculty of Medicine, 413, 
472, 538; Board of the Faculty of Natural 
Science, 413: medical research prize at, 649, 
662 ; Radclitfe prize for research in medical 
science, 662, 1095; election of chancellor, 
722 ; official Fellowship in natural science at 
Jesus College. 722; Radclitte travelling 
Fellowship, 781; Radcliffe Infirmary, 910: 
medical chairs in the University, 1218 ; cer- 
tificate in anaesthetics. 1218: new endow- 
ment for, 1269; approaching examinations, 
281; diploma in public health. 1281 : appoint- 
mevt ot examiners, 1460; department of 
ophthalmology, 1460; professorship oi patho- 
logy, 1460 

University of Paris, 1458, 1463: changes in the 
cbairs at, 1458; scientific development of, 


463 

University of Pennsylvania, 876 : Consti/utione 
for Witiam Pepner Laboratory of Clinical 
Medicine, rev , 876 

University, new Russian, 470, 1237 

University of Sheffield, 600, 955: appoint- 
ments, 600: medical scholarships, 955 

University of Toronto, 108 ; physical examina- 
tion at, 108 

Unqualified practice, 1398 

Unregistered practitioners. See Practitioners 

Ureter, transplantation of into bladder for 
uretero-vaginal fistula (E. Percy Paton), 


5 

Ureteral caleuli. See Calculi 

Ureteral catheterization sheath, aseptic, 1126 

Ureter catheterization, uses and methods of 
(Mr. Clay), 1365 

Ureters, implantation of into colon (Gilbert 
Barling), 124 . 

Ureters, extraperitoneal trarsrlantation of 
oy rectum (reported by T. V. Armugam) 


Uretero-vaginal fistula. See Fistula 

Urethral abscess. See Abscess 

Urethral bacteria as a factor in the etiology 
of cystitis in women, 41 

Urethral sound. See Sound 

Urethral stricture, radical cure of, by internal 
urethrotomy (JamesMacMunn), 1412, 1580; 
correspondence on, 1524 

Urethrotomy. See Urethral 

Urioary toxicity in appendicitis (Professor 
Lannelongue), 133 

Urine, kidneys in obstructive suppression of 
(Mr. Gamgee), 1120 

Urine, causes and significance of certain 
ambiguous reactions obtained in testing for 
‘sugar in (Hugh Maclean), 1471 

UrQuHart, A. R.: Prognosis of insanity, 636 

Urticaria and influenza (J. Reid), 1301 

Urticaria of mucous membranes, 587 

Urticaria pigmentosa treated by 2 rays 
(F. H. Jacob), 1301 

Uterine cotton-wool holder, 384 

Uterine haemorrhage. See Haemorrhage 

Uterine myoma. See Myoma 

Uterine ee See Pregnancy 

Uterus, cauterized cancerous, sloughing and 
discharge of, 1209 

Uterus, diet and the development of (Malcolm 
Campbell), 1229 





Uterus, perithelioma (G. &. Darwall Smith), 
686 ; uterus, ventrifixation of, 1524 

Uterus, ventrifixation in backward displace- 
ment of (Dr. Briggs), 201 

Uterine appendages, surgical treatment of 
os iseases of (A. E. Giles), 


v 


Vaccinated children, lists of, 1035 

Vaccinated veal, 953, 954 

Vaccination : 59, 119, 140, 272, 463. 525, 527, 590, 
709. 768, 769, 780, 783. 898, 1084, 1568: u-e tor, 180; 
calf lymph. 59; duty of a public vaccinator 
when four marks are refused, 119; public 
vaccinator’s visits, 272: questions in Parlia- 
ment, 433, £25, 590, 70Y, 762, 898, 1084; deaths 
after, 769; vaccination oflicers ard de- 
faulters, 739: compulsory in America, 783; 
magistrates and, 898; the order, 108}; fines, 
1084 ; and cerebro-spinal fever, 525; and the 
L.C.v. elections, 78); in Austria, 1568 

Vaccination Act3. See Acts. 

Vaccination, antityphoid in the army, 1494 

Vaccination Bill, debate on, 1326 (leading 
article), 1318 See also Bill 

Vaccination certificates, 527 

Vaccination of the cornea (J. Acworth Men- 
zies and W. E. Jameson), 198; correspon- 
dence on, 316 

Vaccination in Japan, 768 

Vaccination officers and Vaccination Bill, 


10 
Vaccination order. a new. 1312; correspon- 
dence on, 1335 See also Antivaccination 
Vaccina'ion, public, 232 
Vaccination, public and private, 1094 
Vaccination, successtul, 109, 916 1366, 1375 
Vaccinations in Paris, recent, 837 
Vaccinator, bape duty of when four marks 
are refused, 119; visits of, 272 ; and the fees 
of, 1018 ; fees of, 1094, 1156 
Vaccinator, public, office of, 344, 471 
Vaccinators, public, Keighley guardians and, 


899, 1330 

Vaccine, antiplague, Haffkine’s (T. C. Lucas), 
928. See also Haffkine 

Vaccine, antistaphylococcie in treatment of 
furanculosis (R. Thorne Thorne), 436 

Vaccine injections in cerebro-spinal mening- 
itis (Hector Mackenzie), 1407 

— serums and infections (Nathan Raw), 


87 
Vaccine treatment of tuberculosis in children 
(Clive Riviere), 859 
Vaginal actinomycosis. See Actinomycosis 
Vaginal Caesarean section (Dr. Brewis), 1482 
Vaginal polypus. See Polypus 
Vagraxts in Edinburgh, 95 
VAILLARD, M: Serum treatment of bacillary 
dysentery, 9&8 
Valuation of practice. 1396, 1463, 1573 
— and heredity, review of books on, 
Varicella, 


of (J. D. 
Rolieston), 1051 
= lymph, small-pox in Germany and, - 


accidental rashes 


Vase, with representation of the clinic of a 
Greek surgeon, 1434 

Vatra luininosa. See Blind, city of 

VAUGHAN, Father BERNARD: How society 
ladies cheat the doctor, 647 

Veal, vaccinated, 953, 954 

VEALE, F. DE COVERLY: The General Medical 
Counciland the British Medical Associa- 
tion, 1516 

Vehicles, rear lights on, 781 

VEITCH, ALEX : Value of protargol, 912 

= diseases, review of books on, 693, 

5 

Venice. formation of Society for Prevention 
of Tuberculosis in, 155 

Venous pulse, 112; correspondence on. 777 

Ventilation of the House of Commons, 524, 
651 ; of London, 733 

Veutrifixation of uterus, 1524 

Veotrifixation in backward displacement of 
uterus (Dr. Briggs), 201 

Vermiform appendix. See Appendix 

VERNON - HARCOURT, LEVESON FRANCIS: 
Sanitary Engineering with Respect to Water 
Supply and Sewaye Disposal, rev., 691; 
Veréffentlichnngen aus dem Geb ete des Militar- ' 
Sanitdtswesens herausgegeben von der Medizinal 
Abteilung des Kiniylich Preussichen Kvriegs- 
ministeriums, rev., 1242 

“ees, an experience with (Edward Lyons), 

Vesical calculus. See Calculus 

Vibration. 767 

Vicious circles (Jamieson B. Henry), 1104 

Victoria, notes from, 410; amalgamation of 
the Medical Society and tne Victoria’ 
Branch of the British Medical Association, 


— British Medical Association in, 343, 
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Vienna, special correspondence from, 110, 
470, 534, 656, 1024, 1147, 1272, 1568 ; regulations 
as to disinfection of dress materials and 
books, 110; jubilee of the Street Ambulance 
Corps, 110; antialcohol movement in Parlia- 
ment, 110; new medical organization, 470; 
junior officers in hospitals, 470; jubilee of 
Professor von Schrotter, 534 ; tonsillitisand 
appendicitis, 534; raising of medical fees, 
655; taxes on practitioners, 656; hospital 
abuse, 656; professional secrecy, 1024; the 
summer term, 1024; prevalence of influenza 
and anthrax, 1024: a pay hospital scheme, 
1147; cerebro-spinal fever, 1147: whooping- 
cough and its relation to influenza, 1147; 
wrestling and the heart, 1147: a system 
of district nursing. 1147 ; examination of 
school children, 1272; health of Vienna, 
1272; vaccination in Austria, 1558; proposed 
hospital for 1,000 beds, 15€8 ; attacking the 
hypophysis through the nose, 1568 

VIGNARD, P.: Les Formes Postérieures de 
VAppendicite, rev., 1487 

VINTRAS, LOUIS, appointed Director of 
ee Convalescent Home at Brighton, 

Virchow, Rudolf: Briefe an seine Eltern, 1839- 
1864, rev., 22 

Vital statistics in England and Waies (1906), 


237 
a of ten years (leading article), 


Vitalia, 384 

Vivaq water, 1063 

a Bill to prohibit experiments on 

Ogs, 

Vivisection, report of Inspectors under the 
Act, 1309 

Vivisection, Royal Commission on. report, 392, 
447, 507, 517, 73, 1195, 1370, 1429, 1490, i541; lead- 
ing articles on, 517, 1203: eviderce of : W. P. 
Byrne, 392; Professor Thane, 447, 599: Sir 
James Russe’l, 400: Sir Thornley Stoker, 
507; Mrs. K. Cook (‘Mabel Collins”), 510; 
Herbert Snow, 512:: Stewart Stockman, 573; 
Professor Starling, 573; W. H. Power, 1195; 
A. R Cushny, 1195; Arabella Kenealy, 1370, 
1429; John W. Graham, 1490: Lord Ray- 
leigh, 1544; Sir R. Douglas Powell, 1514; 
Dr. Frederick Taylor, 1544: a newspaper 
fiction, 50S; ‘‘The Shambles of Science,” 
509; animals under experiment, 509: re- 
suscitation after drowning. 510: antivivi- 
section testimony, 510; vivisection and 
diseases of animals, 573 

Vivisection, debate on (Lind-af-Hageby v. 
Halliburton), 1295; leading article on, 1263; 
annotation on, 1322, 1443. See also Antivivi- 
section and ** A hopeless cause ” 

Vocal rest in laryngeal tuberculosis. Sce 
Tuberculosis 

VOELCKER, A. F.: Some common errors in 
the diet and geveral hygiene of children, 
181; hypertrophic pyloric stenosis in 
infants, 627 

VOELCKER, FRITZ: Diagnose der Chirurgischen 
Nierenkrankheiten unter Verwertung der 
Chromocystoskopie, rev., 998 

Voice training, review of booke on, 1486 

oo ambulance school of instruction, 


Volunteer forces, medial care of. 232 

Volunteer Medical Association, 1398 

Volunteer medical organization, correspon- 
dence Jn, 51 

Volunteer officers’ decoration, 723 

Volunteer Street Ambulance Corps, jubilee 
of, in Vienna, 110 

Volunteers, R.A.M.C., 59, 1034, 1463, 1500: regi- 
mental stretcher-bearers, 1034: Glasgow 
companies, 59; annual inspection of 
London companies, 1463, 1500: annual in- 
spection of Manchester companies, 1574, See 
also Army, British 

Volvulus. complete (Jonathan Hutchinson 
jun.), 813 

Vomiting of pregnancy. See Pregnancy 

Von SCHROTTER. See schrétter 

VosPER, P , elected member L C.C., 580 

Voyages d'Etudes Médicales, 946 


Ww. 


Wank, Surgeon-General FREDERICK WILLIAM, 
obituary notice of, 4 

Wakefield, report of M.O H., 1271 ; 

WAKLEY, THOMAS HENRY, obituary notice of, 


WaLDOo, HENRY: Treatment of eczema, 494 
WALLER, Staff-Surgeon EDMUND, obituary 
notice of, 904 
= A. NimMO : Pulsating exophthalmos, 
1 


WALKER, B., appointed J.P. for county of West 
morland, 27 im 
WALKER, C. E.: Gametoid theory of cancer, 


WALKER, D. F., appointed J.P. for County of 
Waterford, 1501 





WALKER, E. W. AINLEY : On the micro-organ- 
ism isolated from acute rheumatism, 1255; 
bees’ stings and rheumatism, 1517 _ 

WALKER, HAROLD: Partial dislocation of 
larynx, 78; neglected constipation and 
periodic inflammation, 198; value of pro- 
targol, 912 ; 

WALKER, J. T. AINSLIE: Rideal-Walker co- 
efficient, 841 ; ) 

WALKER, NORMAN, complimentary dinner 


to, 4 

bee THOMAS HATFIELD, obituary notice 
of, 601 ; 

WALLACE, DAVID: Nine cases of carbolic acid 
gangrene, 1110 ; 

WALLACE. H. K.: Chorea gravidarum, 260 

WALLIS, F. C.: Surgery of the Rectum, rev., 


692 
WALSH, DaviD: “‘Queen’s Jubilee Hospital,” 
1031 : 


WALSHAM, HUGH: Roentgen Rays in Diagnosis 
of Diseases of the Chest, rev., 

WALSHAM, WILLIAM JOHNSON: Surgery, ils 
Theory and Practice, rev. 146 

WALTER. A. E.: Y Rays in General Proctice, 
rev., 1487 

WALTERS, .C. FERRIER: Retroperitoneal sar- 
coma of Douglas’s pouch, 1049 

WALTERS, J. HOPKINS: Medicine in the lay 
press, a protest, 53, 347 

Wandering spleen (Arthur J. Lewis), 12*7 

WARD, A. OGIER: Plugging the posterior 
nares, 1423 

WARD, CHARLES: Libel by flattery, 841 

WARE, M. W.: Plaster of paris and How to Use 
it, rev., 1C61 

WARING, H. J.: Iliac affections simulating 
appendicitis, 993 

WARNER, HowarD F., reports case of 
cerebro-spinal meningitis of the apoplectic 
type with hyperpyrexia, 992 

Warnings, 768 

WARREN, WALTER R. : Medical degrees of the 
University of London, 109 

WARRINGTON, Dr. : Lymphatic leukaemia, 934 

WARRINGTON. W. B.: Three unusual cases of 
empyema, 1057 

Water drinking, hygienic value of, 1132 

Water, infected, new method of isolating the 
— typhosus from (W. James Wilscn), 


1 
Water supplies, review of books on, 145, 691 


Water supply, a primitive, 179; of Belfast, 


527; impure, at Hillsborough, 527: for the 
surgery, 783: of Gosport, 1166 ; of Edinburgh 
Royal Infirmary, 1329 

Watered milk. Sce Milk 

WATKINS, E. M, reports case of artificial 
anus : resection : recovery, 1 


WAT-ON, ARTHUR: Calcium iodide in treat- 


ment of ulcers, 1579; subacute rheumatism, 


1979 
Watson, B. P.: Influence of an excessive 


meat diet on fertility and lactation, 793, 
11§3 ; syphilitic abortion, 1482 


WATSON, CHALMERS: Influence of milk diet 


on arterial sclerosis, 175; treatment of 
some diseases commonly regarded as of 
gouty hag ny 377; plea for the use of oat- 
meal in the dietary of children, 


WaTSON, C. GORDON: Modified Pirogoff’s 


amputation, 1056 


= GEORGE A.: Cortical development, 


Watr, D. CAMPBELL: Practice in South 
Africa, 1571 


Weakness of the ‘‘ strong man.” 402, 540 
WEBER, F. P. : Osteo-lipoma of base of brain, 


WEBER, Sir HERMANN: Ciimatotherapy and 


Balneotherapy, vev., 319 

WEBER, PARKES: Congenital heart disease 
with cyanosis, 261; Climatotherapy and Bal- 
neotherapy, rev., 319 : acute thyroid swelling, 
with acute haemorrhagic oedema of right 

side of pharynx and larynx. 748 
Week, the, 37. 98, 1€0, 219, 277, 332, 400, 459, 
519. 585, 646. 705. 764, 827, 893, 949, 1012, 
1079, 1138, 1205, 1265, 1320, 1379, 1447, 1£04, 
1557; new  Workmen’s Compensation 
Act, 37, 400, ‘827; iresponsibility 
of the medical profession towards the 
public. 37; Prevention of Corruption Act, 
38: army sanitation, 39: a modern 
German hospital, 39: doctor and magistrate, 
40; more last words from the ‘bloodless 
surgeon,” 40: People’s League of Medical 
Freedom, 41: ‘‘characters,” 41; catheter 
cystitis and bacteria, 41; a sag dietetics, 
42; cremation in Great Britain, 42; econo- 
mic problems in the practice of medicine, 
42; Scottish Poor-law Medical Officers’ 
inquiry, 42; Health of London in 1905, 98; 
standardization of disinfectants, 99 ; greatest 
Frenchman of the last century, 99 ; quacks 
and their nostrums, 99; mathematics and 
mosquitos, 100; development of Piroplasma 
canis, 100; a physician’s hobby, 100; medical 
terms in the New English Dicctonary, 101, 
; a medical millennium, 101; Japanese 
Sanitary Department, 102; libel by flattery. 
102 ; relation of liver cells to the blood and 
lymph channels, 102; some big fees, 102; 
medical progress in Persia, 103; hospital 
finance, 160; physical development and 
school life, 160; the Toronto meeting. 
16:1; history of spectacles, 161; ‘“ revival” 





cf homoeopathy, 162; standardization 
of curative serums, 162; a surgical show- 
man, 163; torsion of a _ hydrosalpinx, 
163; sanitation: in El Salvador, 163; 
secretion of milk in the axilla, 164 ; Triche- 
cephalus dispar, 164; the motor as a dis- 
infecting machine, 164; streets named aiter 
doctors, 165, 223; medical charity and acci- 
dent assurance, 165; the Edalji case, 165: 
earthquake in Jamaica, 219; repression of 
leprosy, 220: nomenclature of. diseases. 
221; workers’ sanatoriums and medical 
referees, 221; some quacks of bygone days. 
£22; economic biology. 222; prevention cof 
syphilitic infect:on, 223; antimalarial cam- 
paign in Greece, 223; sleeping sickness in 
Uganda, 223; Paediatric Congress in Italy, 
224; lectures at the London Coileges, 224 ; 
Ebbw Vale dispute, 224; Haffkine’s plague 
prophylactic, 277; right of private action, 
278; medical eancation of the public, 279 ; 
the church cough, 279; danger of caustics 
in gynaecology, 280; boys and heagles, 280 ; 
treatment of sleeping sickness by atoxy), 
281; compulsory notification of disease in 
France, 281 ; Royal commission on Poor Law, 
281; chidd labour (in Birmingham), 332; medi- 
cine of the fnture, 333 ; school of advanced 
medical studies, 334: ‘syphilis past and 
present, 334: international association of 
medical museums, 335; hospital question 
in a new light. 335; strarge story of a 
prince’s cure, 336; epidemic cerebro-spinal 
fever, 336, 461, 523; the Madeira concession, 
337 ; international conference of Red Cross 
societies, 337; danger of the sanatorium, 
400; infantile mortality, 401; malaria sup- 
pression in Panama, 401: sleeping sickness 
in French East Africa, 402: weakness of the 
“*strong man,” 402; medical legislation in 
Austria, 402; Carnegie Trust for the uni- 
versities of Scotland, 403; a clerical panacea, 
403; metropolitan ambulances, 4°4, 462; 
Priocipalship of Glasgow University, 404; 
medical inspection of school children, 459 ; 
pulmonary tuberculosis in school children, 
459; ‘* The Koyal Society of Medicine,” 460: 
bananas and spotted fever. 460; action of 
pituitary extracts upon the kidney, 461; 
longevity of athletes, 461: cure for the 
tobacco habit, 462; monument to Theodor 
Schwann, 462; Hunterian festival in Lon- 
don, 463: the Colonial Conference, 463 ; Lord 
Lister's 80th birthday, 519, 764 ; trypsin treat- 
ment of cancer, 519; conveyance of in- 
fectious diseases by domestic pets, 520: 
mummification in Egypt, 521; post-mo:tem 
Caesarean section, 521: tennis elbow, 522: 
medical view of the American girl, £22; 
prevention of disease in an Indian tea 
district, 523; trypanosomiasis in Sierra 
Leone, 523; dangers of immigration, 524; 
London County Council election, 524; 
medicine and milk, 585 ; infants in public 
houses, 5&6 ; sleeping sickness commission, 
586; urticaria of mucous membranes, 587; 
after-care of the pauper insane, 587 : infanv 
life protection, 588 ; prevention of sleeping 
sickness, Sir Charles Tupper, 588 ; 
medical referces under the Workmen’s 
Compensation Act.589 ; Coventry Division 
and the Coventry Dispensary, 646, 764, 1079, 
1265 : medical night service in Paris, 646 ; 
family care of the insane in Germany, 647: 
how society ladies cheat the doctor, 647 ; 
sleep of children in towns, €48; dust and 
dresses, 648 ; Pasteur Institute in the Far 
East, 648; medical research prize at Ox- 
ford, 649 ; proposed Ministry of Health in 
America, 649; ‘latest antivivisectionist 
invention,” 6£0; teaching of hygiene and 
temperance, 650; inspection of military 
hospitals and army sanitation, 705 ; rowing 
and health. 705; dirty milk and in- 
fantile mortality, 706; notification of 
tuberculosis in France, 706; a phos- 
phorus-free match, 706; an Imperial Con- 
ference, 707: itinerant doctors. 707; weight 


_ of the soul, 708: union of medical societies 


of Londor, 708; New York Academy of 
Medicine, 708; chrovic oxalic acid poison- 


‘ing and beri-beri, 709; the end of a con- 


flict, 764; newspaper medicine, 765 ; 
prevention of ankylostomiasis, 765: Louis 
the Fourteenth’s Irish surgeon. 765; 
professional secrecy and syphilis, 766 ; cal- 
cification of the breast. 767: death certifi- 
cation, 167 ; vibration, 767 : society of tropical 
medicine and hygicne, 768; vaccination in 
Japan, 768; medical examinations and re- 
ferences under new Workmen’s Compensa- 
tion Act, 827; byways of medical charity, 
827 ; closing uf schools on account of epi- 
demic sickness, 827; statistics of a life 
assurance company, 828: St. Joseph Rizal, 
M.D., 829: ‘“‘science” of antivaccination, 
829; hearing of telephone clerks, 820; a 
running lie, 830; medical practice in the 
United States, 830: Special Representative 
Meeting, 893, 949; an honour froin the 
King, 893, 1205; St. John, New Brunswick 
Branch, 894; system of proportional re- 
presentation, 894, 1205; local anaesthesia 
in the extraction of teeth, 894; distri- 
bution of severity of attack in cases of 
emall-pox, 895; goat’s milk and Malta fever, 
895, 1082; wigs and skulls, €96; civilization 
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and missionary enterprise, 896: Egypt and 
the Soudan in 1906, 897; immunization 
against bullets, 897; population of France, 
898; limitation of out-patients, 950; the 
medical officer and his arms, 950; morel 
treatment of disease, 951; a Mohawk phy” 
sician, 951: cooking for soldiers, 952; la 
Professor von Bergmann, 952: first lady 
doctor, 952; Queen’s Jubilee Hospital, 952; 
vaccinated veal, 953 ; decline of the London 
medical schools, 1012; medical practi- 
tioners in the Jamaica earthquake, 1012; 
pathological muscum of the annual meet- 
ing, 1013 ; income tax and the medica! pro- 
ession in France, 1013; old Missouri 
octors, 1014; hygiene and the public 
schools, 1014; dissensions among antivac- 
-cinators, 1014; smoke nuisance, 1015 ; a free 
experiment, 1015; SS a in ‘food, 
1016 ; strength of potent drugs. 1016; French 
hospital in London, 1036 ; medical men and 
the insurance of employees, 1016; death of 
Dr. Markham Skerritt, 1079 ; conscientious 
objector, 1080; German crusade against in- 
fant mortality, 1080; school absence certifi- 
cates, 1081 ; national sanatorium, Benenden, 
1081 ; perils of sterilization, 1082 ; remarkable 
effect, of tobacco, 1082; instruction in in- 
dustrial diseases, 1083: street_ ambulances 
in London, 1683; congress of French prac- 
titioners, 1083; Port Sudan, 1083; coloured 
doctors in America, 1084 ; United Services 
Medical Society, 1138; sleep*ng sickness ex- 
pedition, 1139; lead and arsenic in tartaric 
acid, citric acid and cream of tartar, 1139; 
alcoholism and degeneration, 1140 ; cerebro- 
spinal fever in India, 1140; cancer in mice, 
M0; treatment of trypanosomias‘s, 1141 ; 
forceps in abdominal cavity, 1141; increase 
of the asylum population, 1142; Channel 
tunnel, 1142; new pentacle of rejuven- 
escence, 1142; is conservative treatment of 
the ovaries overdone ? 1143: foot binding, 
1143: a league against death, 1143; pro- 
posed changes in income tax law, 1205; 
sanatoriums for working men, 1206 ; insani- 
tary restaurants, 1206; labour legislation. 
1207 ; street accidents, 1207, 1558 ; professional 
earnivgs of French doctors, 1207; Sunday 
rest, 1208; insanity in murder trials, 1209; 
sloughing and discharge of cauterized 
cancerous uterus, 1209; plague’ in 
Russia, 1209; medical defence, 1266; 
annual dinner of the Royal Sanitary Insti- 
tute, 1266; prevention of consumption, 
1267; Surgical Home of Recovery, 1267: 
teeth of the nation, 1267: medicine and the 
Maccabaeans, 1267; Convalescent Homes 
Association, 1268; matrimonial steriliza- 
tion, 1268; Navy and Army Male Nursing 
Association, 1268; International Congress 
of Hygiene, 1269; medicine and the ‘ Bar,” 
1269; new endowment for Oxford, 1269; 
treatment of poor consumptives, 1320; 
compensation for industrial diseases, 1321 ; 
action of wine on the typhoid bacillus, 
1321 ; *‘a hopeless cause,” 1322; unexpected 
death and the status lymphaticus, 1322; 
Evelina Hospital for Children, 1323; regis- 
tration of nurses, 1323: a unique honour, 
1323; Lord Lister and the City of London, 
1379; Society of Tropical Medicine and 
Bypene, 1380 ; a supreme national health 
authority, 1380 ; ‘* kill dying consumptives,” 
1380; Lord Mayor's Cripple Fund, 1381, 1449: 
post-graduate ophthalmology at Oxford, 
1381; British Museum reading room, 1382; 
Droitwich baths, 1382; the Pathological 
Society, 1382; compulsory retirement of 
postal medical officers, 1383; an American 
Ministry of Public Health, 1383; legal inter- 
pretation of professional misconduct, 1447 ; 
Red Cross Conference, 1447, 1507, 1561 ; teacn- 
ing of midwifery, 1447 ; prevalence of plague, 
1448; male nurses, 1448; sleeping sickness 
in Central Africa, 1448; Asylum Workers’ 
Association, 1449; dangers of malaria, 1450 ; 
International gee | Conference, 1450; 
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